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REMEMBER THIS TERM? 


No doubt you would if you had practiced in 1876, 
when Eli Lilly and Company had just begun, 
—and the first incandescent light was still four years away. 


Then, the prescription term si non valeat, meaning if it does not avail, 
followed by an alternative recommendation, 
was appropriate to most of that era’s “remedies.” Since then, 
medical and pharmaceutical progress has developed the certainty of effect 
which you can expect—when you specify Lilly. 


Gitty ELI LILLY AND COMPANY * INDIANAPOLIS 6, INDIANA, U.S.A. 
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A quart of Hood’s creamy-fresh Milk is the 
best food friend you or your paticnts can have 
. especially during the cold, often sun-less 
days of winter. One quart of Hood’s Milk 
supplies more than 40°; of the daily food 
requirements of the average person. 

Hood’s Milk is produced on selected farms. 
Laboratory tested. Pasteurized and bottled in 
spotlessly clean plants. A practicing physician 
gives all Hood employees a weekly medical 


A QUALITY LINE 


The care given Hood’s 
Milk is typical of the 
extra precautions taken 
in the production of all 
Hood Dairy Products... 
from Cottage Cheese and 
Chocolate Drink to 
Buttermilk, Soured Cream and Ice Cream. 


Doctors know that during the cold months, 
the rich nourishment of good fresh dairy 
products is extra important. Doctors also know 
they can recommend with confidence all 
HOOD Dairy Products. 


H. P. HOOD & SONS 


QUALITY DAIRY PRODUCTS SINCE 1846 
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eo bed ool: The very states in which straining at stool can be most dangerous 
straining at st I: are conditions which invite constipation: cardiac dysfunction, 
hernia, pregnancy, anorectal disease and postsurgical states. In 
their presence, such almost unavoidable factors as inactivity, 


always dist resSINg * * dietary restriction, weakness and local trauma lead to constipa- 
frequently dangerou ig tion due to bowel stasis, bulk deficiency or dyschezia. 


* Prevention of the need to strain has become an important part 
- + « Sometimes deadly of therapy in such states. Fortunately, natural, comfortable bowel 
function can be achieved and maintained with Cellothyl without 
fear of interference with other therapeutic measures or of in- 
ducing cathartic addiction. 


Where constipation exists, it can be corrected with Cellothyl; 
where it is likely to occur, it can be prevented. The ease and 
frequency of bowel movements improves as Cellothyl reestab- 
lishes normal function by correcting several common and 
related factors: 


1. bulk deficiency ... by providing adequate bulk of proper 
consistency 


2. intestinal stasis ... by encouraging peristaltic action through 
gentle mechanical stimulation 


3. dyschezia... by assuring soft, moist, easily passed stools. 


The physician using Cellothyl has the advantage of providing 
medication which is nontoxic, nonantigenic and nonreactive in 
the gastrointestinal tract. It causes no bloating or distention, no 
frequent, urgent calls to stool. Its action is physiologically cor- 
rect. Following the normal digestive gradient, Cellothyl passes 
through the stomach and small intestine in a fluid state, then 
thickens to a smooth gel in the colon, providing bulk where 
TO CORRECT YEARS OF bulk is needed for soft, formed, easily passed stools. The presence 
CONSTIPATION WITH of sufficient physiologically correct bulk helps stimulate in- 
SOFT, MOIST, EASILY testinal motility and reestablish bowel regularity. 


PASSED BULK 


R 3 tablets 


Cellothy! t.i.d... | to maintenance 
dose(lor2tablets 


® BRAND OF 
METHYLCELLULOSE 
ESPECIALLY PREPARED 
THE 


CHILCOTT PROCESS 


Cellothy! tablets (0.5 Gram) in bottles of 100, 500 and 5000. 


CHIL¢CoTT 
Laboratories pwision or The Maltine Company 


MORRIS PLAINS, NEW JERSEY 
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a significant advance in the 
treatment of ventricular arrhythmias .... 


Oral PRONESTYL 
in ventricular premature contractions 


Lead I. Tracing one week later; patient maintained 
on 2 Gm. Pronesty! per day. Normal sinus rhythm. 
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PRONESTYL 


less toxic than quinidine 


Indications and Dosage 
inconscious For the treatment of ventricular tachycardia: 


PATIENTS Orally: 1 Gm. (4 capsules) followed by 0.5-1.0 Gm. (2 to 4 capsules) 
every four to six hours as indicated. It is important that the drug be 
given by mouth unless the urgency of the situation makes intraven- 
ous administration essential. 


Intravenously: 200-1000 mg. (2 to 10 cc.). CAUTION—ADMINISTER NO 
MORE THAN 100 me, (1 CC.) PER MINUTE. 


Hypotension may occur during intravenous use in conscious patients. 
As a precautionary measure, administer at a rate no greater than 
100 mg. (1 ce.) per minute to a total of no more than 1 Gm. Electro- 
cardiographic tracings should be made during injection so that 
injection may be discontinued when tachycardia is interrupted. Blood 
pressure recordings should be made frequently during injection. 
If marked hypotension occurs, rate of injection should be slowed or 
stopped. The patient should remain lying on his back. If the symp- 
toms demand it, cautiously employ measures to raise the blood pres- 
sure moderately. 


For the treatment of runs of ventricular extrasystoles: 
Orally: 0.5 Gm. (2 capsules) every four to six hours as indicated. 
Where administration is continued for appreciable periods, there 
should be occasional electrocardiographie checks to determine the 
need for the drug. Where there is both kidney and liver disease, 
accumulation of the drug may occur and continued administration 
may be hazardous, 

IN ANESTHESIA During anesthesia, to correct ventricular arrhythmias: 


Intravenously: 100-500 mg. (1 to 5 ec.). CAUTION — ADMINISTER NO 
MORE THAN 200 MG. (2 CC.) PER MINUTE. 
Supply 


Pronestyl Hydrochloride Capsules, 0.25 Gm., bottles of 100 and 1000. 
Pronestyl Hydrochloride Solution, 100 mg. per cc., 10 ce. vials. 


PRONESTY L 


Squibb Procaine Amide Hydrochloride 
PRONESTYL A TRADEMARK OF E. SQUIBB & SONS SQUIBB 
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ABC PREGNANCY TESTS LAB. 
First in U. S. A. — Est. 1929 
Benjamin Parvey, M. D., Director 
Diagnosis RESULTS—3 to 7 hrs. 
Accuracy 999% + Containers Furnished 
636 Beacon Street, Boston 15, Mass. 
Kenmore Square KEnmore 6-9600 


RESIDENT PHYSICIAN — Con- 
municable Diseases — available January 
1, 1952. Salary $3650 per year plus main- 
tenance. Maintenance for family avail- 
able if desired. Apply Superintendent, 
Belmont Hospital, Worcester, Mass. 


B114-18-5t 


Complete physical therapy service, also 
WHIRLPOOL BATH THERAPY. Ap- 
pointments by doctor’s prescription only. 
Quarter century same location. Nis- 
sen’s Institute of Physical Therapy, 1126 
Boylston Street, Boston. KE 6-1030. 

B98-10-tf 


ELECTROENCEPHALOGRAPHIC 
LABORATORY, INC. 


270 Commonweatta Avz., Boston KE 6-8100 
Electroencephalograms 
Electromyograms 


GENERAL PRACTICE available at 


once. Any interested doctor should be 


' able to take over by December | and not 


later'than January 1. Town of 3400, half- 
way between Boston and Worcester. Only 
one other doctor. Suitable applicant may 
buy my house or rent it with agreement 
to buy. Address Al25, New Eng. J. Med. 

21-1t 


Will share my well-furnished COM- 
MONWEALTH AVENUE OFFICES. 
Entire suite available full time some days, 
part time alternate days. 24-hour switch- 
board. Address A130, New Eng. J. Med. 

21-4t 


TRAINING IN SURGERY — Pre- 
ceptorship available for physician with 
3 years’ residency training in surgery, who 
wishes additional credit for Board cer- 
tification. Salary: $300 a month. Describe 
training and qualifications. Address A128, 
New Eng. J. Med. 20-4t 


NURSE-COMPANION — Refined reg- 
istered, middle-aged nurse prefers to ac- 
company semi-invalid to Florida or part- 
time duty around Boston. Best references. 
Salary least important. CO 6-1656. 

B123-21-2t 


LEARY LABORATORY 
43 Bay State Roap 


BOSTON, MASSACHUSETTS 


Tiwotuy Leary, M.D., Director 


Dependable and Rapid Laboratory 
Service. All Branches 
Containers furnished 


Tel. KE 6-2121 


COLONIC IRRIGATIONS, massage, 
diathermy. Beatrice M. Woods, 511 Bea- 
con Street, Boston. CO 6-8722. B89-16-tf 


UNITED LIMB & BRACE CO., 
Inc., manufacturers of artificial limbs. 
61 Hanover Street, Boston. CA 7-2183. 

B517-6-tf 


MICROSCOPES 
Bought, Sold and Repaired 
BOSTON MEDICAL SUPPLY CO. 
172 Harrison Ave., Boston 
LI 2-8500 


AVAILABLE IMMEDIATELY—Ap- 
proved residency in 150-bed tuberculosis 
hospital. Salary $3650 per year, plus 
maintenance. Maintenance for family 
available, if desired. Apply Superin- 
tendent, Belmont Hospital, Worcester, 
Massachusetts. B111-17-5t 


SUITE AVAILABLE — Air condi- 
tioned. Share beautifully furnished office, 
examining room and waiting room. Bay 
State Road. Rent $50.00 month. Ad- 
dress Al24, New Eng. J. Med. 20-8t 


New 3-4 rom DE LUXE APART- 
MENTS. Immediate occupancy. Coolidge 
Corner area. $115-$130. Owner AS 7-7412. 

B97-10-tf 


BIND your New England Journal of 
Medicine. Make it a permanent part 
of your library — for easy reference and 
lasting wear. In full black library buck- 
ram, only $3.00 per volume, plus shipping 
charges. All other journals and periodicals 
bound also. Inquiries invited. Norden 
Bindery, 2100 West Grand Avenue, 
Chicago 12, Ill. B300-14-tf 


ANNOUNCEMENT OF RESIDEN- 
CIES IN RADIOLOGY — Applications 
are now being considered, for residents 
with 1 or 2 years of training, in an ap- 
proved 2-year program in_ radiology. 
Stipend — $100 per month and main- 
tenance or cash in lieu thereof. Teaching 
hospital. New England. Address A127, 
New Eng. J. Med. 20-2t 


Full time INDUSTRIAL PHYSICIAN 
wanted for large Boston concern. Please 
reply giving full particulars. Address 
A131, New Eng. J. Med. 21-3t 


Certified well-qualified LABORATORY 
TECHNICIAN wanted for new hospital. 
Apply Mount Sinai Hospital, 500 Blue 
Hills Avenue, Hartford, Connecticut. 

B119-19-4t 


Long established, fully equipped, im- 
mediately available, 3-room OFFICE 
SUITE, suburban Boston. Excellent 
location for physician, surgeon or dentist. 
Call GR 2-4444 or PR 3-0102. BI118-19-tf 


WANTED 


Young physician to take over general prac- 
tice in busy Massachusetts town for eight to 
twelve months. Good financial arrangements 
will be made. Write stating age, education, 
hospital expcrience, etc. Address A129, New 
Eng. J. Med. 21-2t 


Memorial Center for Cancer and Allied 
Diseases offers l-year APPROVED FEL- 
LOWSHIP IN ANESTHESIOLOGY, in- 
cluding all types of anesthesia with empha- 
sis on head and neck and thoracic surgery 
as well as fluid therapy. Applicants must 
be graduates of approved medical schools 
and have l-year approved internship and 
l-year approved training in anesthesiol- 
ogy. For information refer to Dr. Olga 
Schweizer, 444 East 68th Street, New 
York 21, N. Y. B28-19-tf 


144 COMMONWEALTH AVENUE, 
at Dartmouth Street — 3-room profes- 
sional suite on first floor. Moderate 
rental. B16-15-tf 


A Request for 
Change of Address 


Must reach us at least three weeks before 
the date of issue with which it is to take 
effect. Duplicate copies cannot be sent to 
replace those undelivered through failure 
to send such advance notice. With the 
new address be sure to send us the old one, 
enclosing, if possible, your address label 
from a recent copy. 
NEW ENGLAND 
JOURNAL OF MEDICINE 


8 Fenway, Boston 15, Mass. 
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AMPHOJEL 


In Peptic Ulcer 
“The initiation of a healing reaction 
in the lesion is the surest safeguard 
against further bleeding”! 


When therapeutic response must be prompt — 
the double gel action of Amphojel provides: 


e Rapid lowering of gastric acidity to noncorrosive levels 
eS e Protective coating of the exposed lesion to facilitate healing 


@ Quick relief of ulcer pain with subsequent release of mental and phys- 
ical tension 


AMPHOJEL 


ALUMINUM HYDROXIDE GEL 
ALUMINA GEL WYETH 


Pleasant tasting . .. Economical 
Available in bottles of 12 fl. oz. 
1. Larimore, J. W.: Southern M. J. 44:742, 1951. 


Wyeth Incorporated, Philadelphia 2, Pa. 
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Randle Cotgrave 
(1611)! 


The thought of meals without salt is unappealing 
to most patients who are placed on a salt-restricted diet. 


The prescription of Neocurtasal can prove 
to be a most encouraging measure. 


Neocurtasal is a “trustworthy, nonsodium-containing salt 
substitute”? designed to make the low sodium diet palatable. 


For all salt (sodium)-free diets—Neocurtasal may be used 
wherever sodium restriction is indicated: congestive heart failure, 
hypertension, arteriosclerosis, pregnancy (to forestall 

tendency to fluid retention). It contains potassium chloride, 
ammonium chloride, potassium formate, calcium formate, 
magnesium citrate and starch. Potassium content 36% ; 

chloride 39.3% ; calcium 0.3%; magnesium 0.2%. 


SALT WITHOUT SODIUM 
Available in 2 oz. shakers and 8 oz. bottles. 


1. From Burton Stevenson’s “Home Book of Proverbs, 
D Maxims and Familiar Phrases:” 
t INC. Macmillan Co., 1948, p. 2028. 
2. Heller, E. M.: The Treatment of Essential 
Hypertension. Canad. Med. Assn. Jour., 
61:293-299, Sept., 1949. 
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REPORT OF THE CANCER DETECTION CENTER DEMONSTRATION IN MASSACHUSETTS 


Hersert L. Lomparp, M.D.,* Cuirrorp C. Franseen, M.D.,} Leonip S. Snecirerr, M.D.,t 
anD Evetyn A. Potrer§ 


BOSTON 


INCE 1910 the movement for periodic health 

examinations has gained increasing support from 
life-insurance companies, from health departments, 
from the medically served industrial groups and 
from the medical profession in general. One of the 
early efforts to provide examinations was undertaken 
in 1919, when a “health clinic” was opened at the 
Boston Dispensary for the “self-supporting working 
people.”! A charge of $5.00 was made for the ex- 
amination. No treatment was included, and all 
findings were reported to the subject’s physician. 
After a study of 1000 patients it was concluded that 
the principle of a routine physical examination, 
whether made in a clinic or by an individual prac- 
titioner, was essential in a preventive-medicine 
program. 

In November, 1922, the John Hancock Mutual 
Life Insurance Company made arrangements to 
give its policyholders free physical examinations and 
diagnostic services for suspected cancer at the Collis 
P. Huntington Memorial Hospital. All policy- 
holders were circularized with a pamphlet giving 
certain basic facts about cancer and were urged to 
use this free diagnostic service. 

Many physicians and organizations urged the 
practice of periodic health examinations, but its 
adoption was slow. In 1937 a clinic for apparently 
well women was opened in New York, in conjunc- 
tion with the Strang Tumor Clinic.? During the next 
year a center was established in Philadelphia for the 
examination of a group of apparently normal women 
to determine the value of periodic gynecologic ex- 
aminations in the prevention and early diagnosis of 
cancer of the uterus.* A total of 1319 women volun- 
teered to be examined twice a year for five years. 
Since then, so-called cancer detection centers have 
been established throughout the country. Designed 
for the examination of symptom-free persons only, 
such centers vary widely in scope and thoroughness 
of testing. 

*Director, Division of Cancer and Other Chronic Diseases, Massachu- 


setts Department of Public Health; project director, Cancer Detection 
Center Demonstration. 


tSurgeon, Palmer Memorial Hospital. 
TAssociate professor of cancer control, Harvard School of Public Health. 


§$Biometrician, Division of Cancer and Other Chronic Diseases, Massa- 
chusetts Department of Public Health. 


The American Medical Association has approved 
establishment of these centers, provided that they 
conform to policies of local county medical societies. 
In 1946 the American College of Surgeons accepted 
the American Cancer Society’s invitation to assume 
a supervisory role in relation to the centers, develop 
a standard for their guidance and publish annually 
a list of those conforming to the standards of the 
American College of Surgeons.* 

Cancer detection centers vary greatly in type 
and cost of examination and in the percentage of 
cancer found. 

A major question, in the operation of many can- 
cer detection centers, has been: Do results justify 
the expense? Admittedly, in cancer detection, the 
cost per case is high.5 © However, many leaders in 
this field believe that other considerations must 
be included to achieve a balanced appraisal — that 
it is unfair to gauge the value of detection centers 
only by the number of cancer patients found. They 
point out that cancer-detection clinics are primarily 
concerned with well persons who may harbor silent 
malignant lesions offering the greatest opportunity 
for cure. 

Past experience indicates that lack of personnel 
and facilities would prohibit the examination of all 
persons who might desire to avail themselves of 
service through the medium of detection centers — 
hence the urgent need for general practitioners to 
offer this type of service to families under their 
care and to others who may seek this service. 

As cancer-detection practices develop in dif- 
ferent parts of the country, several deviations from 
the complete physical examination, — advocated 
at first, — have been inaugurated experimentally. 
For example, in some cases the examination has 
been limited to accessible sites and in other instances 
examinations were restricted to one sex or to per- 
sons over thirty or forty years of age.?:*: 5 7-9 

In a study of cancers discovered at 96 centers, it 
appeared that the greatest incidence was found in 
sites ordinarily considered accessible. However, 


despite attempts to restrict such examinations to 
persons who could benefit by early detection. of 
cancerous conditions, the purpose of the centers is 
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partially defeated by long waiting lists and the delay 
entailed. 

Although detection centers were originally in- 
tended for examination of symptom-free persons 
only, many of the centers found a cancer-incidence 
rate so great that it became apparent that many 
examinees did not qualify as well persons. Even 
those subjects denying symptoms of cancer ap- 
parently do not represent a cross-section of the 
population, since reports from various centers sug- 
gest that a common reason for seeking examination 
is the occurrence of cancer in the subjects’ fami- 
lies.» 5, 7,10 


Tue MassacuuseTts DEMONSTRATION 


In an attempt to determine the value and need 
of such clinics, an evaluative study was carried 
on from May, 1948, to July, 1950, as a joint proj- 
ect of the Cancer Control Unit of the Harvard 
School of Public Health, the Massachusetts De- 
partment of Public Health and the Palmer Unit 
of the New England Deaconess Hospital. This study 
was made possible through grants from the National 
Cancer Institute. The plan of operation was to 
establish an experimental detection center and to 
determine its place in a cancer-control program. 
This included the evaluation of methods of diag- 
nosis most applicable to the detection of cancer in 
the physician’s office and instruction of physicians 
in these technics, as well as the measurement of the 
effectiveness of screening by the seven danger sig- 
nals to determine their value in cancer education. 

During the period of operation of the Center, 
graduate students enrolled in cancer-control courses 
at the Harvard School of Public Health received 
individual instruction in the detection technics 
applicable in private practice as well as in organized 
detection centers. Various instruments developed 
for routine use in conjunction with complete physi- 
cal examination were demonstrated. 

At the time of organization of the Palmer De- 
tection. Center the policy of screening by means of 
the seven danger signals was adopted; throughout 
the period of study emphasis was laid on thorough- 
ness rather than on speed and large numbers. The 
policy of the Cancer Detection Center was not to 
replace periodic visits to the family physician but 
rather to complement his examination by introduc- 
ing procedures not ordinarily carried out in the 
average physician’s office. No therapy was carried 
out unless at the request of the family physician. 

The examination was closely confined to detec- 
tion of cancerous and precancerous lesions. A few 
biopsies of cervixes and of rectal polyps were taken 
to establish the diagnosis. Supplementary roent- 
genologic procedures were carried out when the 
history or clinical findings suggested them. Physi- 
cal examination of the thorax was limited to the 
thoracic wall, in the belief that a routine x-ray film 
was a more accurate method of revealing chest dis- 
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ease than even unhurried auscultation and per- 
cussion. 


Head and Neck 


It was not practicable to record in detail all the 
minor lesions of the skin found on examination, but 
all skin lesions of possible clinical significance were 
recorded. 

The eyelids were carefully examined in conjunc- 
tion with examination of the remainder of the skin 
surface, but no visual tests were given. 

Nasal examination was limited to the use of the 
speculum, without mucosal shrinking, and to test- 
ing of nasal passages for patency by having the 
individual blow alternately through one nostril and 
then the other. 

The mouth and oropharynx were inspected in 
all cases. The examination of the larynx with the 
laryngeal mirror was done routinely by some of the 
physicians, but not all of them considered them- 
selves qualified by training or experience to make 
this examination. 


Gastrointestinal and Genitourinary Tracts 


Routine x-ray studies of the gastrointestinal 
tract were not carried out, because of lack of facilities 
for performing a large number of routine procedures 
in the hospital roentgenologic department and be- 
cause of the expense involved. 

With the knowledge gained from previous clinical 
experience, routine sigmoidoscopic examinations 
were made. All the examinees were instructed to 
take an enema before reporting to the Center, and 
it was found that the practice was most satisfactory 
when the enema was taken three or four hours be- 
forehand. An attempt was made in each case to 
introduce the sigmoidoscope to 25 cm., but fre- 
quently a distance of only 16 or 17 cm. was reached. 

Routine examination of the stools for occult 
blood was not performed, as it was considered un- 
reliable because of frequent rectal abrasions after 
enemas and the possibility of obtaining false posi- 
tive reactions because of the meat factor in the 
diet. 

Complete urinalysis was performed in all cases, 
particularly with reference to the presence of blood. 

Routine palpation of the prostate gland was in- 
cluded for all men as part of the digital examination 
of the rectum. 


Breast and Pelvis 


A meticulous examination of the breasts from the 
standpoint of inspection and palpation was per- 
formed routinely. 

The pelvic findings were based on bimanual and 
speculum examination. A routine vaginal smear 
was taken for cytologic study, either by the physi- 
cian in attendance or by the clinic nurse. 

At the time appointments were made instructions 
were given to avoid a vaginal douche before the 
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examination in order to prevent the destruction of 
the smear’s value by flushing out vaginal secretions. 


Laboratory Studies 

No serologic tests were performed routinely, but 
complete blood counts were performed on all ex- 
aminees, including a red-cell and white-cell count, 
a hemoglobin determination and a_blood-smear 
study. 


Composition of the Group Examined; Reasons for 
Requesting Examination 


A total of 890 persons were examined at the 
Center, 865 of whom were apparently symptom- 
free. The remaining 25 had symptoms but were 
admitted at the beginning of the study. One hun- 
dred and eighty-nine other persons with symptoms 
applied for examination at the Center but were ad- 
vised to consult their family physician or a diag- 
nostic clinic. 

In the total group examined at the Center 32.9 
per cent were under the age of forty; 59.8 per cent 
were between forty and sixty and 7.3 per cent were 
over sixty years of age. 

It was found that all who applied for examina- 
tion were motivated by one of three reasons: the 
presence of symptoms, a family history of cancer 
or a desire for a check-up. The publicity had stressed 
that only symptom-free persons would be accepted, 
but despite this fact many calls were received from 
persons who admitted on questioning that they 
were not well. Of the group, 30.4 per cent reported 
that one or both parents had had cancer. A com- 
parison with 843 cancer patients at State cancer 
hospitals showed that 17.2 per cent of this group had 
parents with cancer, a much smaller rate than that 
found in the Detection Center. 


Polyps Found Among Symptom-Free Persons 


A total of 21 rectal polyps were found, 19 among 
the symptom-free; 2 subjects gave a history of hys- 
terectomy. 


Cancers Found Among Symptom-Free Persons 


Five cancers were found among the examinees 
(Table 1). Three of these cancers were found as the 
result of the examination at the Detection Center; 
one was a Grade III carcinoma of the cervix, the 
second a squamous-cell carcinoma in situ of the 
cervix and the third a minute focus of carcinoma 
in situ in a cervical stump. Two other cases were 
reported at the time of follow-up of the examinees. 
In one instance the Pathology Department had 
advised at the time of the detection examination 
that a biopsied rectal polyp be removed, since it 
was a “mucosal polyp actively growing’’; the pa- 
tient procrastinated, despite the admonition to 
act immediately, and after a delay of nine months 
the growth was excised in a physician’s office; on 
biopsy the growth was found to contain a minute 
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focus of carcinoma. In another case no evidence of 
cancer was found during examination, but a year 
later an exploratory laparotomy showed carcinoma 
of the pancreas with metastases to the liver. 


Persons Not Accepted at Center but Examined at 
Palmer Diagnostic Clinic 
One hundred and eighty-nine persons were not 
accepted for examination at the Detection Center 
because of the presence of one or more of the cancer 
danger signals. One hundred and thirty-one of these, 


Taste 1. Incidence of Cancer. 


Symptom-free persons examined at the Center: 


Cancer found at Center .... 3° 

Cancer found after Center visit and reported. at follow- up. 2 

No cancer found at Center or reported at follow-up . i On 

Follow-up not completed (1 male, 11 females) ............ 12 
Persons with danger signals examined at the Center: 

No cancer found at Center or reported at follow-up ....... 25t 

Total number examined ... ; 890 
Persons with danger signals not accapted bre examination at : the 

Center: 
Cancer found on examination elsewhere ................. 13 


Presence of cancer undetermined . 


No cancer found . tis 160 


*One had a history of a supravaginal hysterectomy. 
tSeventy-five had a history of a supravaginal or panhysterectomy. 
t¢Three had a history of a supravaginal or panhysterectomy. 


38 males and 93 females, later visited the Palmer 
Diagnostic Clinic. The average age of the males 
was 3.9 years more than that of those who were 
examined in the Detection Center, and the average 
age of the females was 3.2 years more. Thirteen of 
this group examined at the Palmer Diagnostic 
Clinic were found to have cancer. 

Of the persons who admitted that they had sores 
that would not heal 21.0 (+ 9.4) per cent were 
found to have cancer; of those with a painless lump 
or thickening 8.5 (+ 3.7) per cent had cancer; and 
of those with irregular bleeding or discharge 10.0 
(+ 4.6) per cent had cancer. 


Apportionment of Time Required for Various Phases 
of the Examination 


A time study was made for each procedure at the 
Center. The average time spent by a physician in 
examining each subject was 68.6 minutes; 46.8 
of these minutes were spent in taking the medical 
history and in performing the various examinations. 
An average of 12.7 minutes was spent in filling out 
forms. In addition, 9.1 minutes were spent in 


dictating letters on the findings, which was done 
after all laboratory reports had been received. 

The Center secretary made the appointments, 
screened the applicants, filled out the first history 
form, prepared all forms with identifying data, 
transcribed the physicians’ dictation from dicta- 
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phone records and assembled the complete record 
of each patient. The various procedures averaged 
61.2 minutes per patient. 

An average of 28.2 minutes per patient was spent 
by the nurses and technicians in collecting the 
blood, urine and vaginal-smear specimens and in 
taking x-ray films. 

The total time spent by the Center personnel 
on each examinee was two hours and thirty-eight 
minutes. 


Publicity 


The publicity of the Center was limited in scope 
in order to keep the Center from becoming over- 
taxed and because it was desired to avoid the pos- 
sible impression of a free service. 


Letters to Family Physicians 


It was the policy of the Center to send a letter 
to the family physician either summarizing the 
findings or reporting that the examination was nega- 
tive. However, 393 patients either did not have 
a family physician or preferred not to have a re- 
port sent to the physician. It is thought that some 
persons wished to spare the feelings of the family 
physician by keeping from him the fact that they 
had been examined at the Center. Of the group of 
393, 112 were apparently normal; the remaining 
281 had some conditions that warranted attention. 
Many of the conditions were slight — as, for ex- 
ample, epidermophytosis, ill-fitting dentures and 
so forth. 


Follow-up of Examinees 


A follow-up was attempted on all persons who 
applied for examination at the Center, both on those 
accepted for examination and on those who were 
rejected because of the presence of danger signals. 

If an abnormal condition had been found during 
the examination at the Center, a follow-up letter 
was sent to the examinee to ascertain whether the 
recommendations of the examining physician had 
been followed. If a reply was not received, a worker 
from the Center visited the subject to determine 
whether a definite diagnosis had been established. 
If it was known definitely that a physician or diag- 
nostic clinic had been consulted, the worker obtained 
the data directly from this source. 

One hundred and one recommendations for treat- 
ment were made by the examining physicians at 
the Center. After a median interval of 7.4 months, 
60 persons were known to have undergone treatment; 
this included 8 hysterectomies. Additional opera- 
tions may have been performed since the follow-up 
was completed. 


The Use of the Seven Cancer Danger Signals in 
Screening 
Of 865 symptom-free persons examined at the 


Detection Center, 3 were found to have cancer, and 
out of a total of 853 examinees who were followed 
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2 others were found to have cancer within the fol- 
lowing year, the rate being 3.5 (+ 1.6) per 1000. 
If the 2 additional cases are considered the rate is 
5.9 (+ 1.7). 

Among the subjects with symptoms who were 
examined at the Palmer Diagnostic Clinic, 13 
cancers were found, a crude rate per 1000 of 65.7 
(+ 17.6). These included 25 who were examined 
at the Center, 131 examined in the diagnostic tumor 
clinic at the Palmer Hospital and 42 examined else- 
where — a total of 198. There was a significant 
difference between the rates for persons with and 
without symptoms. Those in the group examined 
at the Palmer Diagnostic Clinic were slightly over 
three years older than those examined at the De- 
tection Center, but, taking into account some in- 
crease in rate due to the difference in age, those 
with symptoms had a considerably higher rate 
than those who were symptom-free. 

The small number of cancer cases found at the 
Detection Center, together with the two additional 
ones discovered at the follow-up, were of special 
interest. We do not know whether the second of 
the additional cases represents cancer developing 
after the examination or whether it was present but 
not clinically detectable at the time the subject 
came to the Center. 

In the New York detection centers" the cancer 
rate was found to be 3.9 per thousand, a figure 
similar to that observed at the Palmer Detection 
Center. In other parts of the country, rates as high 
as 8.1 per thousand have been reported.’ Pre- 
sumably a policy of adhering to the examination of 
symptom-free persons was not strictly observed in 
these centers. 


Depuctions DrRawN FROM THE EXPERIENCE OF 
THE PALMER DETECTION CENTER 


Two years of experience at this Detection Center 
have yielded factual data and resulted in the formu- 
lation of certain opinions concerning such centers. 

The physical examination should consist of in- 
spection of the body, including the skin, eyes, ears, 
nose, mouth, throat, abdomen, extremities and 
genitalia; palpation of the neck, breasts and abdo- 
men and examination of the female pelvic organs 
bimanually and by speculum; examination of a 
vaginal smear; examination of the rectum, including 
palpation of the prostate gland in male patients; 
sigmoidoscepy; and roentgenography of the chest. 
Sigmoidoscopy is one of the most important parts 
of the examination, and is too often omitted by the 
general practitioner. 

Examination of the stools for occult blood may 
be a useful additional procedure. However, the 
results of the examination would require careful 
evaluation to-avoid assigning importance to pos- 
sible false positive reports. 

It was believed that the examination of the 
larynx could be omitted in symptom-free persons, 
as it seems extremely unlikely that any tumors or 
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precancerous lesions would be discovered in a rou- 
tine examination of the larynx in patients without 
symptoms of hoarseness, soreness or difficulty in 
swallowing. 

Although routine serologic tests for syphilis were 
not made, they may be fully justified in any cancer 

detection-prevention program, on the basis of cer- 
tain studies" that indicate an association of selected 
precancerous lesions with syphilis. A complete blood 
examination, with the possible exception of a dif- 
ferential white-blood-cell count, seems justified. 

Many of the persons seen at cancer-detection 

centers give a family history of cancer. 

The majority who apply for this type of examina- 

tion are able to pay at least a part of the cost. 

A complete examination and recording of data 

should take a physician and the clinic secretary 
about an hour each and the nurses and technicians 
about half an hour, a total of approximately 
two and a half hours per patient. The patients 
would spend about one hour and a half at the clinic. 

The cost of a routine examination as performed 
at the Palmer Center was about $25.00 per patient. 

The number of cancers found among asympto- 
matic subjects was small. It would have been greatly 
increased if applicants with symptoms had been 
accepted at the Center. Obviously the place for 
the examination of persons with symptoms is the 
private physician’s office or a_ cancer-diagnosis 
clinic, rather than a detection center. The few 
cancers that are found among asymptomatic per- 
sons, as well as the high cost of each examination, 
preclude large-scale financing of cancer-detection 
centers by either governmental or voluntary agen- 
cies. Moreover, it is probable that many of the 
procedures carried out at the detection center could 
be done by the general practitioner if proper instru- 
ments were available to him at a reasonable cost 
and if he were willing to spend at least one hour in 
taking the history and making the examination. 

Arrangements for special procedures such as 
roentgenograms of the chest might be made at 
the various larger hospitals so that practitioners 
might send their patients to the hospitals for these 
examinations at a nominal cost, or the official 
health agencies might furnish or underwrite these 
special services. 

Consideration has been given to the following: 
whether or not the physical examination can be 
divided between the physician’s office and the De- 
tection Center, the Center furnishing supplemen- 
tary diagnostic procedures that are not carried out 
by the physician; the evaluation of methods most 
applicable to the detection of cancer in the physi- 
cian’s office; and a practical method of instructing 
physicians in selected detection technics. 

It is assumed that a_ well-trained practicing 
physician can perform all the procedures that are 
utilized in the Cancer Detection Center — and 
that these procedures are not generally used 
practice by physicians at the present time. 
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The motion pictures currently being shown under 

the auspices of county medical societies in co-opera- 
tion with the State Divisions of the American 
Cancer Society and the official health agencies should 
do much to improve the physician’s technic in ex- 
amination of the breast. Every effort should be 
made to emphasize the practical aspects of early 
detection of cancer through the medium of techni- 
cal motion pictures of this nature. These films should 
be shown frequently to professional audiences in 
general and to every county medical society in 
particular. Many physicians do not perform routine 
pelvic examinations, although this procedure should 
be an integral part of the periodic health inspection 
of every female. Although there is an observed 
improvement in the diligence with which pelvic 
examinations are performed in actual medical prac- 
tice by recent graduates, it is still difficult to per- 
suade many of the older general practitioners to 
improve their method of pelvic examination and 
to apply it consistently. 

It is our belief that the most important part of | 
a complete health inspection, — and a part not at ‘ 
present routinely carried out by the general prac- 
titioner, — is the rectal examination; this should 
include a digital examination and sigmoidoscopy. 

In our opinion, any of the technics used at a 
Detection Center can be used by the general prac- 
titioner if his interest is sufficiently aroused and if 
proper instruments are available for his office use. 

Facilities for making chest films might be made 
accessible at the various hospitals to enable prac- 
titioners to send patients for routine x-ray examina- 
tion at a nominal cost; this also applies to other 
laboratory procedures. 

State medical societies can do much to stimulate 
continued improvement in the quality and the 
thoroughness with which cancer-detection prac- 
tices are carried on by members of their component 
county societies. Such a program would call for 
careful planning of postgraduate education and a 
fuller utilization of the educational media. 
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ADRENOCORTICAL FUNCTION IN PERNICIOUS ANEMIA* 


Mavrice B. Strauss, M.D.,f anp Raprorp Brokaw, M.D.t 


FRAMINGHAM, MASSACHUSETTS 


HOMAS ADDISON’S clinical description of 
“idiopathic” anemia reveals so many mani- 
festations identical to those encountered by him in 
disease of the suprarenal capsules! that his failure to 
differentiate the two disorders clearly in his pre- 
liminary report in 1849? cam readily be understood. 
That temporary adrenal insufficiency might be pres- 
ent in pernicious anemia in relapse was suggested a 
decade ago by the observations of Strauss and Fox,’ 
who noted: “. . .this behavior with regard to water 
and sodium exhibited by patients with Addisonian 
pernicious anemia is not unlike that shown by pa- 
tients with Addison’s disease of the suprarenal 
capsules.” 

The purpose of this communication is to bring 
together certain of the available data pertinent to 
this problem and to present limited observations 
concerning ketosteroid excretion and eosinophil re- 
sponse to adrenocorticotrophic hormone in patients 
with pernicious anemia. 


OBSERVATIONS 


Among the manifestations of Addison’s disease of 
the suprarenal capsules‘? that may occur in Addison- 
ian pernicious anemia in relapse but appear to be 
relatively uncommon in other forms of anemia are: 
asthenia; arterial hypotension; pigmentation of 
skin and mucous membranes; anorexia, nausea, 
vomiting, diarrhea; apathy and other mental 
changes; inability to conserve sodium chloride; 
inability rapidly to excrete a water load; nocturnal 
polyuria and fixation of urinary specific gravity; 
diminished glomerular filtration and elevation of 
serum nonprotein nitrogen; flat oral glucose-toler- 
ance curve; absence of fall in number of circulat- 
ing eosinophils after injection of adrenocortico- 
trophic hormone; and diminished urinary excre- 
tion of 17-ketosteroids. 

The occurrence of these manifestations in Addi- 
son’s disease is discussed in recent articles by Loeb,! 
Soffer,® Sorkin® and Thorn and Forsham’ and need 
not be further documented here. Data concerning 
their occurrence in pernicious anemia in relapse 
follow. 


Asthenia 


“Tt makes its approach in so slow and insidious a 
manner that the patient can hardly fix a date to his 


*From the Medical Service, Cushing Veterans Administration Hospital, 

Framingham, Massachusetts. 
eviewed in the Veterans Administration and published with the 
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tChief of Medical Service, Cushing Veterans Administration Hospital. 

Formerly, resident physician, Medical Service, Cushing Veterans 
Administration Hospital; Ist lieutenant (MC), U.S. A. 


earliest feeling of that languor which is shortly to 
become so extreme.”! This statement by Addison 
so well describes the situation observed during re- 
lapse in pernicious anemia that it is often quoted,*: ® 
either directly or in paraphrase, by students of this 
disease. That the weakness is not due solely to the 
anemia is evidenced by the fact that many patients 
exhibit striking improvement within forty-eight 
hours after the initiation of liver-extract or vitamin 
B,, therapy and long before significant rises in hemo- 
globin or red-cell levels have occurred.*:!° Further- 
more, the asthenia is often far greater than that 
observed in hypochromic anemia at comparable 
hemoglobin levels. Cabot!! comments repeatedly on 
the lack of correlation between the weakness and 
other general symptoms and the degree of anemia. 


Arterial Hypotension 


.the pulse, perhaps large, but remarkably 
soft and compressible .. .” (Addison'). blood 
pressure is very low; indeed there are few diseases 
in which low records have been so often found. 
Readings of 60 and 80 mm. of mercury for the sys- 
tolic pressure are not unusual” (Cabot"!). ‘The 
blood pressure is usually low” (Minot). Lerman 
and Means" in 1928 reviewed the literature on blood- 
pressure readings in pernicious anemia and analyzed 
500 cases from the Massachusetts General and Peter 
Bent Brigham hospitals. They agreed with pre- 
vious authors that there was an increased frequency 
of hypotension in patients with pernicious anemia; 
they noted only one undoubted case of hyperten- 
sion among their 500 patients. In contrast is the 
fairly common finding of arterial hypertension among 
patients with anemia due to diverse factors, although, 
to be sure, the blood pressure tends to fall in the 
presence of any severe anemia." 


Pigmentation of the Skin and Mucous Membranes 


Castle and Minot!® noted that a brownish color 
of the skin is apt to be found on the exposed parts 
of the body and mucosa of the mouth in patients 
with pernicious anemia and that vitiligo is not rare, 
often being combined with brownish pigmentation. 
Minot and Murphy"® observed that skin pigmenta- 
tion disappeared after liver therapy. Cabot"! and 
Wintrobe® have commented on the occurrence of 
both skin pigmentation and vitiligo. The latter was 
noted by Addison in adrenal disease! and is said to 
occur in about 7 per cent of patients.*:® It is of 
interest that Kracke," in regard to pernicious anemia, 
has commented on “. . .irregular blotchy areas of 
brown pigmentation. This. . . finding, with low blood 
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pressure and extreme weakness, might easily be 
confused with Addison’s disease.” 


Anorexia, Nausea, Vomiting and Diarrhea 


The occurrence of anorexia in pernicious anemia 
and the return of appetite in remission is so well 
known that comment is superfluous. Addison! stated: 
“The appetite fails.” Indeed, Castle, Heath and 
Strauss'® in 1931 suggested that fluctuations in 
appetite and hence in food ingestion played an 
important role in “spontaneous” remissions and 
relapses. In 1935 Minot'® commented on the fact 
that one third of patients with pernicious anemia 
present gastrointestinal symptoms such as indi- 
gestion, nausea, vomiting and diarrhea as the pre- 
dominant manifestations of the onset of the dis- 
order. Since these disappear with treatment, with 
no change in gastric anacidity, it is apparent that 
they do not stem from a lack of free hydrochloric 
acid, and since they subside after treatment before 
significant blood changes occur, it is apparent that 
they are not due to anemia per se. Furthermore, 
they are not characteristic of other types of anemia. 


A pathy 

“The patient can no longer rise from his bed, the 
mind occasionally wanders, he falls into a prostrate 
and half-torpid state and at length expires” (Addi- 
son'). All those who have had experience with any 
number of patients suffering from pernicious anemia 
in relapse have been impressed with the apathetic, 
almast stuporous patient seen on admission, often 
disoriented, who within twenty-four to forty-eight 
hours after treatment is alert ‘and mentally clear. 
It is of interest that Sturgis?® noted the occurrence 
of mild depression, memory disturbances and ir- 
ritability in approximately 60 per cent of patients 
with pernicious anemia, which may be compared 
to the incidence of 70 per cent in Addison’s disease.® 
Again it may be noted that these phenomena are 
not notable in patients with severe anemia due to 
chronic blood loss. 


Inability to Conserve Sodium Chloride 


Strauss and Fox* in 1940 noted that 2 patients 
with pernicious anemia in relapse actually lost 
weight (presumably body water) while receiving 
large doses of sodium by mouth and that a third 
showed no significant gain, although all 3 retained 
water (and presumably sodium) when receiving 
large amounts after specific therapy. This was in 
striking contrast to the excessive retention of salt 
and water observed in patients with other types of 
anemia, in whom the magnitude of retention was 
directly correlated with the severity of the anemia. 
Vaughan” in 1931 studied weight changes following 
therapy in patients with pernicious anemia who 
were receiving a strict basal diet containing only 
25 calories per kg. of body weight. She noted gains 
of up to 3.3 kg. between the initiation of treatment 
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and the height of the reticulocyte response (generally 
a period of approximately one week) — gains that 
could be ascribed only to the retention of water 
(and presumably sodium), suggesting that therapy 
in some way influenced the patients’ salt and water 
metabolism. 


Inability to Excrete Water Rapidly 


This phenomenon, which is the basis of the Robin- 
son—Power—Kepler water test described in i941” 
for adrenal insufficiency, resides in the inability of 
the patient with Addison’s disease to exhibit the usual 
diuresis after drinking water. Meulengracht, Iver- 
son and Nakazawa” in 1928 reported the results of 
96 water-loading tests in 35 patients with pernicious 
anemia. One liter of water was given at 8 a.m. 
without prior preparation of the patient; hourly 
urine collections were made until noon. With pa- 
tients in relapse the four-hour volume was generally 
under 200 cc. After remission increasing ability to 
excrete water rapidly was observed. In contrast to 
these results in pernicious anemia, entirely normal 
water excretion was shown in 11 patients with anemia 
due to blood loss. 


Nocturnal Polyuria and Fixation of Specific Gravity 


Christian in 19164 noted that 13 of 14 patients 
with pernicious anemia exhibited nocturnal poly- 
uria together with fixation of specific gravity, which 
in 10 of the patients was below 1020. Saltzman*® 
and Essen and Porges”® are quoted by Meulengracht 
and others* as making similar observations; Stieg- 
litz?? in 1924 corroborated this finding in 6 addi- 
tional cases. These phenomena are not reported in 
other types of anemia.” 


Diminished Glomerular Filtration and Elevation of 
Nonprotein Nitrogenous Components of the Serum 


Fouts and Helmer’ in 1938 found that 39 of 50 
patients with pernicious anemia in relapse had less 
than 75 per cent of normal urea clearance, with 
increased clearance rates following remission in 
most cases. Gettler and Lindemann® studied 32 
patients with pernicious anemia in 1920 (before 
the days of liver therapy). Twenty-one exhibited 
blood nonprotein-nitrogen levels of 40 to 108 mg. 
per 100 cc.; in 7 cases it was 60 mg. per 100 cc. or 
higher. Urea-nitrogen levels above 15 mg. per 
100 cc. were noted in 18 patients; 15 had creatinine 
levels above 1.5 mg. per 100 cc. 

Bradley and Bradley*® found diminished glomeru- 
lar-filtration rates in 2 patients with uncomplicated 
pernicious anemia and normal rates in 2 others, in one 
of whom the rate fell significantly as the hemat- 
ocrit rose. Of 3 patients with pernicious anemia 
and vascular disease 1 had a normal filtration rate, 
as did a patient with pernicious anemia and diabetes. 
A lack of correlation between hematocrit levels 
and filtration rate was also noted in 7 — with 
various types of anemia. _* 
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Flat Oral-Glucose-Tolerance Curves 


Groen in 1938 noted that the blood sugar failed 
to show the usual rise after the instillation of glu- 
cose into the small intestine of patients with per- 
nicious anemia in relapse; he demonstrated that 
this was due to poor absorption from the bowel. 
After specific treatment normal absorption occurred. 
Such observations have not been reported in anemia 
due to blood loss. In Addison’s disease the blood 
glucose fails to show a normal rise after the oral 
administration of this sugar, but, as Thorn and 
others® have shown, it reaches normal heights after 
intravenous administration. 


Absence of Fall in Circulating Eosinophils after In- 
jection of Adrenocorticotrophic Hormone 


Thorn and others* first noted in 1948 that in 
normal subjects and patients with miscellaneous 
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REO BLOOD CELLS~- MILLIONS PER CU.MM. 


Ficure 1. Percentage of Circulating Eosinophils Remaining 
Four Hours After the Injection of 25 Mg. of ACTH. 


ailments the injection of 25 mg. of ACTH was 
followed within four hours by a significant decline 
in the level of circulating eosinophils, generally to 
more than 50 per cent lower than their original level. 
In contrast, in patients with Addison’s disease no 
significant change in eosinophils occurred. Although 
these workers state that if the level of circulating 
eosinophils does not fall a complete absence of 
adrenal-cortical reserve may be assumed, it appears 
that this is not as definitive a test as they believed, 
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Eosinophil counts have been made (before and 
four hours after the injection of a single dose of 25 
mg. of ACTH) 53 times in 7 patients in whom the 
diagnosis of pernicious anemia was established. 
In Figure 1 the number of eosinophils remaining 
has been plotted as the percentage of the original 
number, with the red-cell count as abscissa. It is 
apparent that the fall in eosinophils was greater 
than 50 per cent in only 8 of 53 such tests. The 
lack of correlation between the decline in number 
of eosinophils and the red-cell level is apparent. 
Three additional patients (2 in remission, 1 in re- 
lapse) have been similarly tested since this manu- 
script was prepared. In none did the eosinophils 
show a significant fall. 

In contrast to these findings are observations on 
5 patients with hypochromic anemia due to blood 
loss whose eosinophil counts fell to 41, 41, 35, 32 
and 12 per cent of their initial number four hours 
after ACTH administration. 

In order to test the hypothesis that the absence 
of a fall in eosinophil level was the result of inade- 
quate stimulation of the adrenal cortex from a 
single intramuscular dose of ACTH, 5 patients in 
remission who had showed no significant declines in 
eosinophil levels after single doses of 25 mg. of ACTH 
received 25 mg. every six hours for four to five days. 
Their eosinophil counts, made on the day ACTH was 
commenced and daily thereafter, were respectively: 
83, 135, 145, 146, 135, 166; 179, 213, 196, 199, 114, 
197; 246, 273, 282, 306, 344; 404, 407, 345, 284, 
184, 276; and 193, 88, 16, 27, 34. Thus, only in the 
last patient did the expected eosinopenia occur. 
In the fourth patiént a moderate decline may be 
noted. 

Two of these patients who had not developed 
eosinopenia after five days of intramuscular ACTH 
therapy received 20 mg. administered in a slow 
intravenous infusion over a period of twenty-four 
hours.* Their eosinophil counts, which were 479 
and 276 per cu. mm. before infusion, fell to 6 and 4 
per cu. mm. at the conclusion of the infusion. 

Since the lack of eosinopenia after ACTH adminis- 
tration in these patients might possibly be due to 
some peculiarity in their eosinophils, 3 patients who 
did not respond to ACTH were given cortisone 
(Cortone, Merck) by mouth. One received 100 mg. 
at 8 a.m. and noon. His eosinophil count (214 per 
cu. mm. at 8 a.m.) had fallen to 9 per cu. mm. by 
2 p.m. The second patient, whose eosinophil count 
was 196 per cu. mm. before cortisone, fell to 3 per 
cu. mm. after he had received 200 mg. daily for 
two and a half days — a total of 500 mg. The third 
patient’s eosinophil count fell from 303 to 11 per 
cu. mm. twenty-four hours after cortisone was 
initiated in doses of 100 mg. every six hours by 
mouth. 

In this connection it is of some interest that eosin- 
ophilia was common in pernicious anemia in the 
days before the advent of liver therapy.*® 
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Diminished Urinary Excretion of 17-Ketosteroids 


Normally above 8 mg. per twenty-four hours in 
males, the urinary excretion of these steroids, which 
are presumed to derive from both the adrenal cortex 
and the male gonads, is usually below 5 mg. in 
patients with Addison’s disease. In 3 male patients 
with pernicious anemia the twenty-four-hour ex- 
cretion prior to vitamin By therapy was 2.4, 4.8 
and 5.7 mg. The excretion was recorded as 3.2, 
6.9 and 8.4 mg. respectively, within two to three 
weeks after the initiation of vitamin B,, therapy. 
In 2 other male patients who received 25 mg. of 
ACTH every six hours for five days, the twenty- 
four-hour excretion was 6.8 and 7.6 mg. Depres- 
sion of 17-ketosteroid excretion has been reported 
in other types of anemia.** 


Discussion 


A number of manifestations reported in Addi- 
son’s disease have not been observed in pernicious 
anemia. The fasting blood-sugar level, frequently 
low in adrenal disease, has been found at the upper 
range of normal in untreated pernicious anemia.*? 
The basal metabolic rate, often lowered in primary 
destruction of the adrenal cortices, is more often 
normal or slightly elevated in pernicious anemia.** 

Crises, with severe disturbances in serum-elec- 
trolyte levels, have not come to our attention in 
pernicious anemia. However, measurement of serum 
electrolyte was relatively rare prior to the advent 
of liver treatment for pernicious anemia, and mor- 
tality under observation in untreated cases is equally 
rare today. What caused the fatal outcome in per- 
nicious anemia in the pre-liver-treatment days is 
not altogether clear. It seems, despite the fact that 
repeated transfusions could maintain the hemo- 
globin at a level at which anemia per se was not 
lethal, that these patients died in a state of extreme 
exhaustion. 

Although Addison commented on the maintenance 
of body weight in “‘idiopathic”’ anemia in contrast 
to the wasting in adrenal disease (and most writers 
adhere to this concept), Jones,*® who made a careful 
analysis of weight changes in pernicious anemia, 
found that 42 of 44 patients lost from 2 to 42 per 
cent of body weight in relapse; this finding tends 
to negate the belief that nutrition is not impaired. 

Thorn and others® have noted that the ratio of 
uric acid to creatinine in the urine rises after adreno- 
cortical stimulation by ACTH, resulting in an in- 
creased excretion of uric acid that presumably is 
not due to increased glomerular filtration. The 
rise in excretion of endogenous uric acid noted by 
Riddle*® after the institution of specific therapy in 
pernicious anemia may reasonably be ascribed to 
the destruction of large numbers of red-cell nuclei 
that accompanies the rapid maturation of red blood 
cells. 


ADRENOCORTICAL FUNCTION — STRAUSS AND BROKAW 
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The data presented above indicate that a number 
of manifestations of Addison’s disease of the supra- 
renal capsules may be encountered in patients who 
have pernicious anemia, whereas they are less often 
seen in patients with comparable degrees of anemia 
due to blood loss. 

That vitamin By is a material of importance in 
the metabolism of essential constituents of cellular 
nuclei has been suggested by many recent studies." 
Accordingly, it seems possible that a deficiency of 
this substance leads to functional impairment of 
the adrenal cortex or the anterior lobe of the pitui- 
tary gland, either as a result of the general “de- 
bilitating”’ effect of the deficiency cr because vita- 
min B,, is actually necessary for their proper func- 
tion. That the adrenal rather than the pituitary 
gland is involved is suggested by the failure of pro- 
longed ACTH administration regularly to induce 
eosinopenia.” The fact that even after remission 
of pernicious anemia had been well established 4 
of 5 patients so tested failed to respond with sig- 
nificant eosinopenia to the intramuscular injection 
of 25 mg. of ACTH every six hours for four to five 
days suggests either continued adrenal unres»on- 
siveness or a tissue factor capable of inactivating 
intramuscularly administered ACTH.* It is never- 
theless of interest that Gassner and others have 
commented on the similarity between the mani- 
festations of vitamin By, deficiency in the cockerel 
and those of early hypophysectomy in this species. 
The significance of the observation of Gaines and 
Broquist" that cortisone acetate will support the 
growth of S. faecalis R in the absence of pteroyl- 
glutamic acid and of Leuconostoc citrovorum 8081 
in the absence of citrovorum factor is not yet clear. 

The observation (made on adrenal-cortex slices 
in vitro*®) that glutathione appears to inhibit the 
production of cortisone from desoxycorticosterone 
is of interest in view of the reported high cellular 
glutathione levels in pernicious anemia.*® In this 
connection the suggestion that homocystine cannot 
be methylated to methionine in the chick when 
vitamin By, deficiency is present*’ is of further in- 
terest, as presumably the cysteine of glutathione 
is in part derived from cystine.‘ 

If the method of Nelson and Samuels (as yet 
unpublished) proves satisfactory for the assay of 
the level of 17-hydroxycorticosteroids in the periph- 
eral blood of human subjects, and if this level 
can be correlated with adrenocortical function, as 
appears to be the case as noted in their recent re- 
port,*® it should be a relatively simple matter to 
ascertain whether or not adrenocortical function is 
in fact diminished in Addisonian pernicious anemia 
in relapse. 

Should it be determined that vitamin By, is neces- 
sary for proper adrenal function, the possibility 
arises that a metabolic antagonist to vitamin By, 
would be capable of inducing adrenocortical in- 
sufficiency. The idea of producing such a state as 
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a therapeutic procedure in serious hypertensive 
and other disorders by such means is intriguing; 
if found to be beneficial it would presumably be 
much less hazardous than the present method of 
surgical extirpation of the adrenal glands.*° 


CoNncLUSION 


The occurrence of numerous manifestations of 
Addison’s disease of the suprarenal capsule in Addi- 
soniat® pernicious anemia in relapse suggests that 
functional adrenocortical insufficiency may be pres- 
ent in certain cases of this condition. 


We are indebted to Drs. David S. Citron and Stuart C. 
Finch for observations made on patients under their care. 
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ROMEXAN, a new anticoagulant, has recently 

been accepted for general use. Chemically, 
it is described as ethyl biscoumacetate (3,3’ car- 
boxymethylenebis- [4-hydroxycoumarin] ethyl ester). 
It is most widely recognized as ‘“Tromexan” but 
is also known as ‘Pelentan,” ‘“B.O.E.A.” and 
“DEAS” 

Dicumarol! and Tromexan? are related members 
of the coumarin series of drugs. Each is presumed 
to act in similar fashion, by interfering with the 
normal production of prothrombin by the liver. 
The exact mode of action is as yet unknown.*: 4 
The possibility of hemorrhage after Dicumarol 
administration is well known, and precautions for 
its use have been repeatedly stressed.>7 

Utilizing an aniline-dye test on serum and urine, 
von Kaulla and Pulver have shown that Tromexan 
is more rapidly absorbed than Dicumarol in rabbits. 
This property is thought to be due to the weakening 
of the methylene linkage between the coumarin 
groups created by adding the carboxy] radical, which 
is supposed to allow easier splitting of the coumarin 
molecules. In human subjects given 900 mg. of 
Tromexan, the maximum serum concentration 
occurred in three to six hours. None could be found 
in the serum after twenty-four hours, but minute 
amounts of Dicumarol were found to persist as 
long as a week in similar tests.® ° 

There is a lag between the peak serum concentra- 
tion and the prothrombin time. After a single dose 
of 1500 mg. of Tromexan Burke and Wright reported 
a prothrombin time of twenty to thirty seconds at 
the end of twenty-four hours. 

Barker, Estes and Mann report similar experi- 
ences with initial doses of 1200 and 1500 mg. Six 
of their patients had prothrombin times within the 
therapeutic range, — that is, twenty-seven to fifty- 
eight seconds, — in sixteen to twenty-four hours.!° 

A similar rapid fall to normal in the prothrombin 
time, usually within forty-eight to sixty hours, was 
observed both by Burke and Wright? and by Barker 
and his associates.!° This property of rapid absorp- 
tion and excretion is credited with the extra margin 
of safety that Tromexan possesses in comparison 
with Dicumarol. 

Advertisements in various medical journals state 
that Tromexan has proved singularly free from the 
dangers of hemorrhagic complications. We wish to 

*From the Cardio-Respiratory Division, Department of Medicine, 
Henry Ford Hospital, Detroit, Michigan. 

Investigation and clinical trial of Tromexan were supported by the 
Michigan Heart Association and the American Heart Association through 

the Committee on Anticoagulants. 


tFormerly, junior assistant in cardiology, Henry Ford Hospital; staff 
member, Arnett Clinic, Lafayette, Indiana. 
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SEVERE HEMORRHAGE DUE TO TROMEXAN* 
Report of Three Cases 
Ricuarp P. Gripe, M.D.+ 


LAFAYETTE, INDIANA 


report three instances of serious hemorrhage fol- 
lowing the use of Tromexan in a series of 125 patients. 

Two of these patients,—one with acute pul- 
monary infarction, the other with an acute coronary- 
artery occlusion and myocardial infarction, — had 
nearly fatal hemorrhages. The third patient had 
rheumatic heart disease, mitral stenosis, auricular 
fibrillation and multiple emboli. He died after gross 
hematuria and a subarachnoid hemorrhage. It is 
believed that Tromexan was a contributing cause of 
his death. 


Case Reports 


Case 1. C. R., an 82-vear-old woman, was admitted to the 
hospital on April 12, 1950, for removal of a cataract from 
her right eye. Preoperative examination disclosed a blood 
pressure of 210/88 and a cardiac rhythm marked by frequent 
premature beats. There was evidence of generalized arterio- 
sclerosis but no signs of congestive heart failure. An electro- 
cardiogram was normal, On April 14 an intracapsular cataract 
extraction with iridectomy was performed. On April 17 and 
29 two further operations were necessary because of iris pro- 
lapse. The sutures were removed on May 8, and the patient’s 
condition was reported as satisfactory. 

On May 9 the patient had a “bad” night. She disclaimed 
any pain but had been sweating and cold all the previous day, 
Two blood-pressure recordings made at 5 a.m. were 70/60 
and 88/40. The respirations were 30; bradycardia and gallop 
rhythm were present, with moist rales in the dependent lung. 
An electrocardiogram made that morning disclosed an A-V 
nodal rhythm, a prolonged QT interval and inverted T waves 
in leads V2, Vs and V4. A diagnosis of acute anteroseptal myo- 
cardial infarction was made, and the patient was transferred 
to the Cardio-Respiratory Division. 

Examination of the blood revealed a hemoglobin of 14.7 
gm., a red-cell count of 4,470,000 and a white-cell count of 
18,850, with 79 per cent neutrophils, 16 per cent lymphocytes 
and 5 per cent monocytes; the hematocrit was 50. Urinalysis 
revealed a specific gravity of 1.022, an acid reaction, ++ 
albumin and ++++ leukocytes. The blood nonprotein 
nitrogen was 74 mg. per 100 cc. 

Treatment was begun with Heparin, given intravenously 
every 4 hours, as indicated by the Lee—White clotting time. 
The initial prothrombin time was fifteen seconds by the one- 
stage Quick test." Figure 1 indicates the daily prothrom- 
bin level and the amount of Tromexan used. Heparin was 
discontinued on May 12, 10 days prior to the beginning of 
any hemorrhage. 

At 5:55 a.m. on May 22, the patient voided 100 cc. of 
grossly bloody urine and vomited 5 to 10 cc. of bright-red, 
mucus-containing clots. The blood pressure was 78/52, the 
pulse was 88 and regular; the chest was clear. Some clots were 
seen in the pharynx; these were associated with a small epis- 
taxis reported a few hours previously. At 9:40 a.m. the blood 
pressure was 86/56. Diet was restricted to fluids. Two dark, 
bloody stools were passed at 11:10 a.m. 

A 500-cc. whole-blood transfusion was begun at once. By 
2:45 p.m. the blood pressure was 110/60 and the patient 
was quiet. On May 23 she received 500 cc. of blood. The 
hemoglobin that day fell to 8.8 gm. Rectal bleeding con- 
tinued unabated, with large, bloody stools being passed. 
On May 24, the hemoglobin was 7.4 gm. and an additional 
500 cc. of whole blood was given. 

By 5 a.m. on May 25 the blood pressure had dropped to 
72/36. The patient continued to pass tarry stools, mixed with 
bright blood. Twenty minutes later the blood pressure was 
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60/34. Plasma transfusion was begun at once, as whole blood 
was not immediately available. Whole blood was substituted 
for plasma at 6:30 a.m. By 7:50 a.m. the blood pressure 
was 84/50. By 9:30 a.m. the blood pressure had risen to 
110/84. The patient’s color was fair. Hyperpnea was not 
present. The chest was free of rales; the cardiac rate was 
regular (84 per minute). The abdomen was soft. 

Other measures aimed at controlling the hemorrhage in- 
cluded the use of Hykinone, a water-soluble, synthetic form 
of vitamin K; vitamin C; and Rutin. These were begun at 
9:45 a.m. on May 25 and were continued until May 30. 
The dose of Hykinone was 72 mg. every 6 hours, given in- 
travenously. Two hundred mg. of vitamin C was given 
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were slightly distended. The chest was filled with moist 
rales, squeaks and wheezes. The blood pressure was 125/100. 
The heart sounds were obscured by rhonchi. The liver was 
tender and palpable 8 cm. below the ribs. Moderate ankle 
edema was present. There was tenderness in the left calf. 
Admission diagnoses included arteriosclerotic heart disease, 
congestive heart failure, probable thrombophlebitis of the 
left calf and probable pulmonary infarct. Treatment was 
begun with intravenous lanatoside C, continuous oxygen (by 
tent), mercurial diuretics, morphine and bed rest. 
Laboratory studies of the blood revealed a hemoglobin of 
12.4 gm., a red-cell count of 4,200,000 and a white-cell count of 
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Ficure 1. Prothrombin Levels and Tromexan Dosage in Case 1. 


daily, intravenously; 60 mg. of Rutin was given by mouth 
three times a day. 

By May 26 the hemorrhage had stopped. The hemoglobin 
was 7.8 gm. The blood pressure had stabilized at 104/48. 
The patient was fed a soft diet and by May 27 had begun to 
improve. She had no further hemorrhage and was discharged 


on June 18, 1950. 


Case 2. M. Z., a 57-year-old man, had been seen at this 
hospital in March, 1948, because of an acute coronary-artery 
occlusion with anteroseptal myocardial infarction. During 
that admission he was a member of the control group in a 
Dicumarol study being made at that time? and hence did not 
receive anticoagulants. He returned to his work late in 
June, 

His second admission followed in March, 1949, because of 
congestive heart failure due to arteriosclerotic heart disease. 
He responded well to therapy and was discharged in 10 days. 
He returned to work early in May, 1949, and was maintained 
on digitalis, occasional mercurial diuretics and salt restric- 
tion. He continued to have occasional exertional angina 
pectoris, relieved by resting. After a visit on August 19, 1949, 
he was not seen for seven months. 

Shortness of breath was his complaint when he entered the 
Emergency Room on March 16, 1950. The patient had 
discontinued all medications, including digitalis. The ad- 
mitting physician found severe dyspnea, moderate cyanosis, 
a regular pulse of 110 and respirations of 40. The neck veins 


8900 with 75 per cent neutrophils. Urinalysis revealed a 
specific gravity of 1.010, + albumin and a rare leukocyte. 
The blood nonprotein nitrogen was 42 mg. per 100 cc. The 
fasting blood sugar was 82 mg. per 100 cc. Prothrombin 
times, Tromexan doses and a record of hemorrhage are re- 
corded in Figure 2. 

On the next morning (March 17) calf tenderness was strik- 
ing, with cord-like tender areas between the heads of the left 
gastrocnemius. A diagnosis of acute thrombophlebitis was 
made, and treatment with Heparin and Tromexan was begun. 
Heparin was discontinued on March 18 at 3:30 p.m. It prob- 
ably played no part in the hemorrhage that followed approxi- 
mately 40 hours later on March 20. 

On March 19 the patient had improved slightly but was 
still complaining of abdominal distention and pain. He was 
coughing a slight amount of biood-streaked mucus. 

On the following day, the patient was worse. The apex 
impulse was found in the 7th intercostal space at the anterior 
axillary line. The liver was 7 cm. below the xiphoid process 
and was tender. A pronounced gallop rhythm was present. 
The lungs were filled with coarse, bubbling rales. Percussion 
was impaired over the right lower lobe posteriorly. It was 
thought that a pulmonary infarct had developed in that lobe. 

All day the patient coughed bright-red blood. However, 
this fact did not come to the attention of the staff until 7:30 
p.m., when the intern noted a kidney basin full of blood by 
the bed. Anticoagulants were stopped at once. A whole- 
blood transfusion of 250 cc. was given at 11 p.m., together 
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to Hykinone, 72 mg. intravenously, every 3 hours for 6 
oses. 

By the next morning the hemorrhage was less intense, but 
the patient was still coughing blood. His blood pressure 
was 128/74. His color was pale, the pulse was regular at 100 
and the respirations were 18. The chest was full of sticky 
moist rales. 

The hemoglobin, which had been 12.4 gm. on admission, 
dropped to 10.6 gm. on March 22 after the hemorrhage. 

The hemorrhage gradually stopped, and the patient im- 
proved slowly. By March 27 the hemoglobin had risen to 12.6 
gm. The only other complication noted during this period 
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revealed a prominent pulmonary artery and an enlarged 
left auricle. 

An electrocardiogram showed a ventricular rate of 68, 
auricular fibrillation and a QRS complex of 0.08 second. 
Depressed ST segments and diphasic T waves were noted in 
leads V2 through Ve. 

Examination of the blood revealed a hemoglobin of 14.9 
gm., 5,040,000 red cells and a white-cell count of 12,100, with 
72 per cent neutrophils, 24 per cent lymphocytes, | per cent 
eosinophils and 2 per cent monocytes. Examination of the 
urine revealed a specific gravity of 1.018, a trace of albumin, 
no sugar, occasional leukocytes and 6 to 8 erythrocytes per 


RAPEUTIC RANGE 


HemorrHace 
TROMEXAN DOSE 
IN MILLIGRAMS 


of hospitalization was a temporary right hemiplegia on March 
26, probably due to a cerebral angiospasm. There was quick 
response to a stellate block with procaine hydrochloride. 
On April 4, 1950, the patient was discharged, free of conges- 
tive heart failure. He was last seen in May, 1951, and was 
doing well. 


Case 3. D. T., a 44-year-old man, entered the hospital on 
April 21, 1950, complaining of shortness of breath and cough 
of four months’ duration. Positive physical findings included 
a totally irregular cardiac rhythm, with an apical rate of 80. 
The mitral first sound was prominent and snapping. A 
distant diastolic murmur, variously described as blowing or 
rumbling, was heard best in the left lateral position at the 
apex. The pulmonic second sound was not accentuated. 
Along the ieft sternal border a diastolic murmur of blowing 
character was audible. The lungs were clear. The liver and 
spleen were not felt. No peripheral edema was found. Venous 
pressure and circulation times were normal. Fluoroscopy 


Ficure 2. Prothrombin Levels and Tromexan Dosage in Case 2. 


high-power field. The basal metabolic rate was —6 per cent. 

The blood nonprotein nitrogen was 32 mg. per 100 ce. A 

ae x-ray film showed a clear parenchyma and an enlarged 
eart. 

A diagnosis of rheumatic heart disease, Class III, with 
mitral stenosis and insufficiency and aortic insufficiency was 
made. He was released on April 27, on a 1-gm. salt diet, dig- 
italis and ammonium chloride. 

That evening at home the patient had a sudden episode of 
nausea, vomiting and right-flank pain. This subsided in 45 
minutes. On May 11 he was seen in the Out Patient Clinic; 
he was feeling better but was not working. 

At 1 p.m. on June 22 he developed pain in the right lower 
quadrant and right flank; he had passed three watery stools 
before a physician saw him at 3:45 p.m. At that time it was 
thought that he had an exacerbation of his functional bowel 
distress but consideration should be given to the possibility 
of a mesenteric embolus. He was admitted to the hospital 
under the care of the Gastro-Intestinal Division. 
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Examination on admission showed an anxious man who 
appeared acutely ill. The blood pressure was 135/70. Auric- 
5 fibrillation was present. The abdomen was soft and 
showed a slightly increased resistance in the right lower quad- 
rant. The liver, spleen and kidneys were not palpable. There 
was no rebound tenderness. 
Examination of the blood disclosed a hemoglobin of 15.3 
m., a red-cell count of 4,700,000 and a white-cell count of 
19,600, with 86 per cent neutrophils, 11 per cent lymphocytes 
and 3 per cent monocytes. Examination of the urine revealed 
a specific gravity of 1.022, +++ -+ albumin, + sugar, +++ 
erythrocytes and occasional leukocytes. The blood nonprotein 
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nitrogen was 37 mg. per 100 cc. The fasting blood sugar was 
103 mg. per 100 cc. Diastase was 40 units. The serum sodium 
was 306 mg. and the serum potassium 13.8 mg. per 100 cc. 
The whole-blood chlorides were 618 mg. per 100 cc. 

The lack of positive findings, coupled with great anxiety 
on the part of the patient, made it difficult to establish a 
diagnosis. Under conservative management the pain subsided. 
Barium-enema examination and retrograde pyelograms were 
negative. 

At 10:30 a.m. on July 5, the patient suddenly collapsed 
while talking with another patient. Examination revealed 
extreme restlessness and inability to speak. The right pupil 
was dilated, although both pupils reacted to light. There was 
paralysis of the right facial muscles, the right arm and the 
right leg. Deep tendon reflexes were decreased on the right, 
and a right-sided Babinski reflex was present. Lumbar punc- 
ture revealed a water-clear fluid. 

A diagnosis of cerebral embolus was made, and the patient 
was transferred to the Cardio-Respiratory Division. A stel- 
late ganglion block was done, and a Horner syndrome was 
produced with no improvement. The patient was placed in 
an oxygen tent. Anticoagulants were begun. Heparin was 
given intravenously, 75 mg. every 4 hours, if required, be- 
ginning at 1:15 p.m. on July 5. The dose was given according 
to the Lee-White clotting time. The first dose of Tromexan 
was given at 3:30 p.m. 


Nov. 22, 1951 


The last dose of Heparin was given at 7 a.m. on July 6. 
It was not until July 9, 72 hours later, that the prothrombin 
time exceeded the therapeutic range and hematuria developed. 
The effect of Heparin given intravenously may be presumed 
to have subsided long before. 

Figure 3 correlates the prothrombin times and amount of 
Tromexan given with the hemorrhage that followed. 

By July 8 the patient had improved enough to be taken 
out of the oxygen tent, but the flaccid paralysis and aphasia 
continued. Microscopic hematuria continued, suggesting the 
possibility of a renal infarct. On July 9 the prothrombin time 
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Ficure 3. Prothrombin Levels and Tromexan Dosage in Case 3. 


reached 140 seconds, and 20 to 30 erythrocytes per high-power 
field were seen. 

No further doses of Tromexan were given. On the follow- 
ing day the prothrombin time had dropped to 75 seconds, 
but microscopical examination showed the urine to be packed 
with erythrocytes. Since the prothrombin curve was falling, 
it was decided to continue conservative therapy — that is, 
withholding of Tromexan and keeping whole blood and 
vitamin K available. The urine became grossly bloody on 
July 11. By July 12 the prothrombin time was down to 48 
seconds, and conservative management was continued. 

On July 13 the prothrombin time rose to 69 seconds, in- 
dicating severe derangement of the clotting mechanism, as 
no anticoagulant had been given for five days. Physical 
examination that day disclosed nuchal rigidity, and it was 
believed that a subarachnoid hemorrhage had occurred. 
In view of the new hemorrhage, Synkavite, a water-soluble 
vitamin K preparation, was given intravenously at 9 p.m. 
in a dose of 72 mg. This dose was repeated twice on July 14, 
at 3 a.m. and 9 a.m. — a total of 216 mg. 

The urine was free of gross blood on July 14, but the stiff 
neck persisted, and the patient remained unresponsive. The 
prothrombin time dropped rapidly toward normal after the 
vitamin K therapy,-but the patient’s condition slowly de- 
teriorated. His fever began to rise, Cheyne-Stokes respira- 


AP 
180 
160 
g 
4] 140 be 
120 
— 100 
80 
| 
1 


Vol. 245 No. 21 


He died at 1:06 


tions developed and he became comatose. 
a.m. on July 

Autopsy revealed a dilated heart with a greatly thickened 
and stenotic mitral valve. The orifice was less than 1 cm. 
wide when open. No thrombi were found in the heart. A 
few small subendocardial petechial hemorrhages were seen. 
The lungs showed minimal chronic passive congestion. The 
left kidney showed two healed infarcts. In the right kidney 
evidence of considerable fresh hemorrhage was noted. When 
the dura mater was opened blood was found in the subarach- 
noid space, and fresh blood was seen over the lateral and pos- 
terior hemisphere and over the base of the brain. No aneurysm 
or other lesion could be found as a source of the bleeding. 

After fixation the brain revealed a thin film of hemorrhage 
within the subarachnoid space extending over the convexity 
of the parietal lobe and the inferior and medial part of the 
left occipital lobe. On the right the hemorrhage was more 
extensive, occupying all the space over the right parietal lobe 
and occipital lobe. It also covered the cerebellum. The blood 
vessels showed no appreciable lesions. 


DiscussIon 


In the administration of anticoagulants, it is 
considered that a therapeutic level has been reached 
when the prothrombin time is kept between thirty 
and fifty seconds with the one-stage Quick test," 
made with undiluted plasma. 

Wright states that the ideal level lies between 
two and two and one-half times the control for that 
day, provided that it is under twenty seconds. He 
states that this formula was first suggested by 
Nichol.® 

Figure 2 shows the prothrombin time of 75 seconds 
on March 19. Tromexan had been used in our 
clinic for only three weeks at that time. We were 
aware that the prothrombin time returned rapidly 
to normal if no drug was given. Furthermore, we 
considered 300 mg. a minuscule dose. In considera- 
tion of a pulmonary infarction and a continuing 
threat of thromboembolism, 300 mg. was given, 
despite the low prothrombin time. The next day’s 
prothrombin time was 158 seconds, and the patient 
was bleeding. 

The difficulties in Case 1 arose primarily from the 
attempt to find a daily maintenance dose. Note 
that a dose of 300 mg. on May 17, with a prothrom- 
bin time of fifty-two seconds, caused a rise of only 
five seconds, whereas on May 21, with a prothrom- 
bin time of forty-nine seconds, the same dose caused 
a rise of three hundred and eleven seconds. One 
factor that affects this comparison is that on May 
17 the prothrombin curve was falling, whereas on 
May 21 it was rising. This indicates that considera- 
tion of the prothrombin time of the current day 
alone is not sufficient basis on which to determine 
dosage. The general trend of the prothrombin 
curve must also be considered. Additional anti- 
coagulant is needed in the presence of a falling curve 
to maintain a therapeutic level, and less is required 
when a rising curve is present. Case 2 likewise 
illustrates this point. 
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Case 3 also exhibited a severe reaction to what 
was considered a therapeutic dose of Tromexan. 

These patients had several characteristics in 
common. They were extremely ill. Their clotting 
mechanisms were easily deranged. Once deranged, 
coagulation did not return to normal for several days, 
even though blood transfusions and vitamin K were 
given. Yet none of the patients had had previous 
hemorrhagic tendencies, and each case presented a 
clear indication for anticoagulant therapy. 

In conclusion, it seems apparent that the use of 
Tromexan is not without hazard. There seems to 
be no diagnostic criterion that will indicate in ad- 
vance those patients who may become suddenly 
sensitive to Tromexan. Although the previously 
mentioned properties of rapid absorption and ex- 
cretion do make it somewhat safer than Dicumarol, 
Tromexan is capable of causing serious or fatal 
hemorrhage. It behooves anyone using Tromexan 
to be on guard for signs of hemorrhage and to com- 
bat it vigorously when indicated. 


SUMMARY 


One death and two nearly fatal hemorrhages 
following the use of Tromexan are reported. 

Bleeding was controlled by discontinuing Tro- 
mexan, giving whole-blood transfusions and ad- 
ministering synthetic vitamin K intravenously. 

Tromexan appears to possess an extra margin of 
safety over Dicumarol because of rapid absorption 
and excretion but can cause hemorrhage, especially 
in a patient who is seriously ill. 

Safe use of Tromexan depends on the observance 
of precautions similar to those now in use with 
Dicumarol. 


The author is indebted to Dr. F. Janney Smith, physician- 
in-charge of the Cardio-Respiratory Division of the Henry 
Ford Hospital, for his encouragement and helpful criticism. 
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PROLONGED CATION-EXCHANGE RESIN THERAPY IN CONGESTIVE HEART FAILURE* 


be THE past few years increasing clinical in- 
terest has been manifested in the ion-exchange 
resins. These are of two principal types, anion and 
cation. Anion-exchange resins have been used as 
antacids and pepsin inhibitors in the management 
of patients with peptic ulcer.'® Cation-exchange 
resins are of two common types: sulfonated and 
carboxylated. Either of these may be saturated 
with ammonium, hydrogen, potassium or other 
cations. Their value in the management of conges- 
tive heart failure and other related disorders as- 
sociated with sodium-ion retention and edema is 
emerging gradually through clinical experience.” 
Dock® in 1946 first suggested that cation-exchange 
resins might be used for the removal of sodium from 
the body. Initial observations were made on animals 
with regard to toxicity and fecal sodium content. 
Irwin," in 1949, using an ammonium-saturated 
sulfonated cation-exchange resin, demonstrated by 
balance studies its effect on serum, urine and fecal 
sodium, potassium and calcium. It was noted that 
potassium was lost in the stool, by the same mecha- 
nism as sodium was lost, in amounts sufficient to 
cause significant lowering of the serum potassium 
and potential clinical hypokalemia. Loss of calcium 
was not found to be great but was considered a 
potential danger. Hay and Wood" recently re- 
ported the use of short courses of both the ammo- 
nium and ammonium-potassium forms of carboxy- 
lated resin in several patients with edema of varied 
origin. No serious toxic effects were noted, although 
hypokalemia was encountered in the use of the 
ammonium form of resin. Mercurial diuresis was 
found to be potentiated, and favorable results in 
mobilizing edema fluid were obtained in 6 of 8 
patients. No data are available at present con- 
cerning the efficacy and possible deleterious effects 
of prolonged therapy with cation-exchange resins. 
The purpose of this paper is to offer a preliminary 
report on the long-term continuous use of a cation- 
exchange resin in patients with chronic congestive 
heart failure, with principal reference to its thera- 
peutic value and toxicity. 

Resodec,§ the exchange resin used in the patients 
described in this report, is an acrylic polymer of 
heavy molecular weight, whose carboxylic radicals 
can readily adsorb and release cations to which 
they are exposed. The resin is initially saturated 

*From the Department of Medicine, Duke University School of Medi- 
ae the Cardiovascular Service, Duke Hospital, Durham, North 
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with both ammonium and potassium ions, in a 
ratio of about 3 to 1. In the stomach, these cations 
are exchanged for hydrogen ions. In the bowel, in 
which the pH is suffciently high for their release, 
the hydrogen ions are exchanged for sodium and 
potassium and, to a lesser extent, other cations. 
Sufficient potassium is supplied with the resin to 
replace that which is adsorbed on the resin and lost 
in the stool. 

Three ambulatory patients were selected for 
study because they exhibited long-standing chronic 
cardiac decompensation uncontrolled by the usual 
effective therapeutic measures, including rest, rigid 
dietary sodium restriction, digitalization and mer- 
curial diuresis. Recurrences of severe heart failure 
had necessitated several hospitalization periods in 
each case. These patients were given cation-ex- 
change resin daily for periods of five to nine months. 

Before resin therapy was initiated each patient 
was stabilized on a regimen of rest, digitalis, regu- 
larly administered mercurial diuretics and a strict 
diet containing 500 mg. (22 milliequiv.) of sodium, 
1270 mg. (36 milliequiv.) of chloride and 40 gm. of 
protein. Detailed dietary instructions were given 
by a special dietitian, who interviewed patients on 
each subsequent visit, paying particular attention 
to diet palatability, calculated weekly sodium in- 
take and voluntary and involuntary dietary in- 
fractions. Control determinations of the serum 
concentrations of calcium, potassium, sodium, 
chloride, carbon-dioxide combining power and 
nonprotein nitrogen and of twenty-four-hour urine 
sodium and chloride were made. Patients were 
instructed to take the finely powdered resin in 
doses of 15 gm. three times daily with meals. The 
resin was usually mixed with fruit juice or milk 
or with food, such as mashed potatoes or apple 
sauce. Added calcium was given as calcium lactate, 
5 gm. daily, or as milk, 16 ounces daily. Supplemen- 
tal vitamins were also given. Patients were followed 
at weekly or biweekly intervals, with particular 
attention devoted to drug side-effects, weight, edema, 
moisture in the lungs, blood pressure and exercise 
tolerance. On each return visit determinations of 
the serum calcium, potassium, chloride and carbon- 
dioxide combining power and of the twenty-four- 
hour urinary excretion of sodium and chloride were 
made. Blood nonprotein nitrogen, hematocrit and 
hemoglobin values were determined at monthly 
intervals. 


Case Reports 


Case 1. D.B., a 57-year-old man, has hypertensive and 
coronary heart disease, marked cardiac enlargement, chronic 
congestive heart failure and nephrosclerosis with mild renal 
insufficiency. He has been followed in the Duke Hospital 
out-patient department since 1937, at which time his blood 
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pressure was recorded as 210/150. Congestive heart failure 
was first noted in 1947. At that time he was placed on digitalis 
and a rigid low-sodium, low-protein diet. During the sub- 
sequent 3 years there was fluctuation between borderline 
and frank congestive failure; mercurial diuretics were re- 
quired as often as twice weekly. In February, 1950, he was 
hospitalized for 3 weeks because of heart failure. The basic 
rice diet!® was afterwards employed with temporary improve- 
ment, but the patient was not able to adhere to this more 
rigid regimen and consequently decompensation redeveloped 
in May, 1950, requiring mercurial diuretics 2 to 3 times weekly, 
He then returned to a 500-mg.-sodium, 40-gm.-protein diet; 
4 weeks later he was started on the cation-exchange resin, 
45 gm. per day. An immediate drop in weight followed, and 
in spite of frequent dietary infractions his weight remained 
stable until August, 1950, when two 2-cc. injections of mer- 
cuhydrin were required. In September, after 12 weeks of 
base-line studies, an additional 500 mg. (22 milliequiv.) of 
sodium was given daily, as dissolved tablets of sodium 
chloride to be sprinkled on his food. The daily allotment of 
added sodium was increased monthly thereafter in an at- 
tempt to determine the patient’s tolerance to salt while he 
was taking resin. By late November, 1950, he was taking a 
calculated total of 2300 mg. (100 milliequiv.) of sodium 
daily, with resultant gradual weight gain, edema forma- 
tion and decrease in exercise tolerance. He was maintained 
on this relatively high sodium intake for 9 weeks. Weekly 
injections of mercury were necessary after the fifth week 
because of increasing edema. On January 19, 1951, the sodium 
intake was reduced to 1380 mg. (60 milliequiv.). Mercurial 
diuretics have been required only once in 10 weeks on this 
sodium intake, 


Comment. This patient with chronic intermittent 
congestive heart failure had been treated for three 
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Ficure |. Laboratory Findings on Patient D. B. 


years by conventional means without success. He 
was unable to adhere to a regimen of sodium restric- 
tion of a degree sufficient to prevent decompensa- 
tion. On resin therapy in conjunction with a 500- 
mg.-sodium diet, in spite of occasional dietary in- 
fractions and calculated addition of dietary sodium, 
he remained free of heart failure and was capable 
of greatly increased activity for nine months. Mer- 
curial diuretics were needed only after the addition 
of 1840 mg. (80 milliequiv.) of sodium to his diet. 


CATION-EXCHANGE RESIN THERAPY — VOYLES AND ORGAIN 


Since he has required no additional mercury after 
stabilization on an intake of 1380 mg. (60 milliequiv.) 
of sodium daily, this amount probably represents 
the maximal allotment of sodium permitted by 
resin therapy for this patient. 

Case 2. P.C., a 67-year-old man, has hypertensive heart 
disease, probable rheumatic heart disease with cardiac en- 
largement, auricular fibrillation and mild renal insufficiency. 


He has been followed in the Duke Hospital out-patient 
clinic since 1945, at which time congestive heart failure was 
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Ficure 2. Laboratory Findings on Patient P. C. 


first diagnosed. This was managed by digitalis and rest 
with fair compensation until January, 1948, when he was 
admitted to Duke Hospital with frank congestive failure of 
3 weeks’ duration. He improved when placed on a strict 
500-mg.-sodium diet in addition to digitalis but required 
occasional injections of mercurial diuretics. Despite what 
was considered adherence to the prescribed regimen, he was 
readmitted with frank congestive failure in December, 1949. 
During the month after his discharge from the hospital 
he gained 22 pounds and for the next 4 months required 
frequent administration of mercurial diuretics and strict 
limitation of activity. In May, 1950, he was started on 
continuous resin therapy, 45 gm. daily, in addition to the 
low-sodium diet and digitalis. During the following 8 months 
he remained free of failure, increased his activity level 
markedly, had no weight fluctuation or edema and required 
no mercurial or other diuretics. During three weeks in 
August, 1950, 500 mg. (22 milliequiv.) of additional sodium 
was allowed, but this was discontinued because of anxiety 
on the part of the patient. On January 12, 1951, after 8 
months of continuous administration, the resin was dis- 
continued for a control period on diet and digitalis alone. 
In the subsequent 8 weeks he gained 20 pounds, became 
much more dyspneic on exertion and developed ++ pitting 
ankle edema, engorged neck veins and moist rales at the lung 
bases. These signs and symptoms subsided rapidly when 
resin therapy was resumed 


Comment. This patient had been treated for in- 
termittent congestive heart failure for five years, 
with decreasing success during the last two years. 
Hospitalization, frequent use of mercurial diuretics 
and marked restriction of activity were required. 
During eight months of resin therapy, with con- 
tinuation of rigid dietary sodium restriction, he 
remained free of failure and increased his activity 
level markedly. When resin therapy was discon- 
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tinued, heart failure recurred within eight weeks. 
In the sixth month of resin therapy this patient 
experienced an episode of upper-gastrointestinal 
bleeding, for which no site could be demonstrated 
by x-ray. He had had one previous similar episode 
in 1945. It is thought that this complication was 
coincidental and probably not related to resin 
therapy. 


Case 3. M.C., a 46-year-old woman, has rheumatic heart 
disease with mitral stenosis, mitral insufficiency, auricular 
fibrillation, a history of chronic congestive heart failure and 
mild renal insufficiency. She had experienced gradually in- 
creasing exertional dyspnea for 6 years. During the past 3 
years, because of recurrent episodes of congestive heart 
failure, she was seen frequently in the Duke Hospital Cardiac 
Clinic. During this period, despite strict adherence to a 
500-mg.-sodium diet and digitalization, she required diuretics 
every 7 to 14 days. Attempts to restore the rhythm to nor- 
mal during periods of hospitalization in February and June 
of 1950 were unsuccessful. Between February and Septem- 
ber, 1950, she had several bouts of moderately severe failure. 
Mercurial diuretics were given twice weekly during most of 
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Ficure 3. Laboratory Findings on Patient M. C. 


this period. In September, 1950, resin therapy was begun, — 
45 gm. per day, — as a supplement to the 500-mg.-sodium 
diet and digitalis. During 3 months of this regimen, mer- 
curial diuretics were needed only once. Her weight remained 
constant, and she remained free of failure. There was 
moderate improvement in her exercise tolerance. For the 
next three months 500 mg. (22 milliequiv.) of added sodium 
in the form of dissolved tablets of sodium chloride was al- 
lowed. Mercurial diuretics were given on three occasions 
during this interval because of gradual weight gain and de- 
creased exercise tolerance. On February 23, 1951, resin was 
discontinued for a control period on the 500-mg.-sodium diet 
with 500 mg. (22 milliequiv.) of added sodium. During the 
following 14 days the patient gained twenty pounds and ex- 
hibited pitting ankle edema, moist rales at the lung bases and 
' a definite increase in exertional dyspnea. 


Comment. This patient experienced increasingly 
severe episodes of congestive heart failure over a 
six-year period. Despite comparatively rigid sodium 
restriction, digitalization and the frequent use of 
mercurial diuretics, she grew progressively worse. 
During a three-month period of continuous resin 
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therapy and a 500-mg. sodium diet only one in- 
jection of mercury was required. When resin therapy 
was discontinued, congestive failure rapidly returned. 


Discussion 


Patients with congestive heart failure tend to 
accumulate excess fluid as a result of the inability 
of the kidney to rid the body of excess sodium ions. 
There is a direct relation between the degree of 
sodium-ion retention and the degree of edema for- 
mation and other signs and symptoms of congestive 
failure. The practice of restricting dietary sodium 
is well accepted as a means of preventing and 
remedying excess fluid accumulation. However, 
diets containing 500 mg. of sodium or less per day are 
often difficult to follow because of their unpalata- 
bility and monotony. Moreover, low-sodium diets 
of this type, even when strictly adhered to, may not 
be sufficiently restrictive to prevent heart failure. 
This is exemplified by at least two of the three cases 
reported here. Through the use of a cation-ex- 
change resin, a virtually inert and completely non- 
absorbable substance capable of removing sodium 
ions from the bowel, in conjunction with a 500-mg.- 
sodium diet and digitalis, three patients who had 
been managed with great difficulty over periods of 
several months on the same low-sodium diet and 
digitalis became relatively free of failure. Each pa- 
tient’s exercise tolerance was greatly improved; two 
remained completely free of dependent and pulmo- 
nary edema; the third remained relatively free. One 
patient (P. C.), who had required mercurial diuretics 
at frequent intervals before therapy, needed no 
further injections during eight months of resin 
therapy. Shortly after the resin was discontinued 
he again required mercurials. Patient D. B. required 
mercury only after a severe dietary infraction and 
during the time when calculated amounts of excess 
sodium were added to his diet. The use of exchange- 
resin therapy permitted the addition of as much as 
1000 mg. (44 milliequiv.) of sodium to his diet with- 
out causing edema formation. This produced a 
marked improvement in his morale and enabled him 
for the first time to adhere faithfully to a prescribed 
dietary regimen. A third patient, M.C., required 
only occasional injections of mercury after resin 
was administered. It is of interest to note that this 
patient’s twenty-four-hour urinary sodium values 
remained consistently below 1 milliequiv. during 
resin therapy and at times were as low as 4 mg. 
per twenty-four hours. Two of the three patients 
excreted as little sodium* in twenty-four hours as 
does the average patient who adheres strictly to 
the basic rice-diet regimen.!® It was noted that 
twenty-four-hour urine-chloride values closely par- 
alleled the actual dietary intake of sodium in milli- 
equivalents. This served as a useful guide in de- 

*The average urinary sodium excretion on the basic rice diet is, ac- 
cording to Kempner, 11 mg. (0.5 milliequiv.) per twenty-four hours. 
Patient D. B. excreted an average of 20 mg. (0.87 milliequiv.) and pa- 


tient M. C. an average of 12 mg. (0.51 milliequiv.) per twenty-four hours 
while on a 500-mg. (22 milliequiv.) sodium diet and resin therapy. 
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tecting voluntary and involuntary dietary infractions. 
Patient P.C., whose urinary chloride output fluc- 
tuated widely at times, intermittently used a salt 
substitute containing potassium chloride. 

In spite of severe sodium depletion resulting from 
dietary restriction with continuous long-term resin 
therapy, the low-sodium syndrome was not en- 
countered in these patients. Serum sodium values 
remained in the low-to-normal range, as did the 
values for serum calcium and carbon-dioxide com- 
bining power. Despite mild renal insufficiency in 
these patients, no clinical or laboratory evidence 
of hypokalemia or hyperkalemia was found. The 
blood pressure of the two hypertensive patients was 
lower during the period of resin therapy than pre- 
viously. Such complications as azotemia, clinical 
acidosis and hemoconcentration were carefully 
watched for but were not observed. One patient, 
M.C., noted severe constipation while taking resin. 
This was finally alleviated by the use of laxatives 
and an increase in fluid intake. Patients occasionally 
complained of the taste of resin but in general had 
no difficulty in ingesting it in fruit juice or milk or 
mixed with food. 


SuMMARY AND CoNCLUSIONS 


Three patients suffering from long-standing con- 
gestive heart failure who had responded poorly to 
conventional methods of treatment, including rigid 
dietary sodium restriction, have been studied during 
the continuous administration of cation-exchange 
resin for periods of five to nine months. 

Each patient showed definite improvement while 
taking resin, as evidenced by stability of weight, 
failure to develop edema, improved exercise toler- 
ance and lowered requirement of mercurial diuretics. 

Frequent determinations of serum and urine elec- 
trolytes were made. Extremely low twenty-four- 
hour urinary sodium-excretion levels were noted. 
No serious serum-electrolyte disturbances were 
observed. 

No unfavorable signs or symptoms were en- 
countered despite the concomitant continuous use 
of relatively strict low-sodium diets and resin for 
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periods varying from five to nine months. How- 
ever, it should be emphasized that such patients 
must be followed carefully, particularly with regard 
to potential azotemia, acidosis, hypocalcemia, hypo- 
kalemia, hyperkalemia and the low-sodium syn- 
drome. 

It is concluded that the prolonged continuous 
or intermittent use of a cation-exchange resin is a 
useful adjunct to the present treatment of conges- 
tive heart failure. Indeed, it is believed that com- 
pensation would not have been possible in the cases 
herein reported without the use of a cation-ex- 
change resin. 


The authors are indebted to Dr. Bernard C. Holland 
and his laboratory personnel for most of the serum and 
urinary electrolyte determinations used in this study and to 
Mrs. Janet Pedersen and Miss Elizabeth Yearick for their 
valuable clinical and technical assistance. 
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MEDICAL PROGRESS 


ELECTROLYTE AND FLUID DISTURBANCES IN CONGESTIVE HEART FAILURE* 


EART failure primarily denotes failure of the 

heart as a pump — a deficiency in its ability 
to maintain an adequate blood flow to the tissues 
according to their needs under a physiologic range 
of requirements. Concomitantly, there is impair- 
ment of the capacity of one or more of the cardiac 
chambers to accept and expel the venous return. 
In consequence there are disturbances in flow and 
pressure and secondary physical and metabolic 
disturbances in various tissues. 

From the point of view of the clinician, heart 
failure is defined differently — as a syndrome charac- 
terized by breathlessness, orthopnea, nocturnal 
dyspnea, cardiac asthma, pulmonary edema, en- 
largement of the liver, engorgement of superficial 
veins and, eventually and most characteristically, 
edema, ascites and hydrothorax. Most of these 
manifestations may be explained by disturbance 
in distribution or by retention of water in the body, 
excessive in degree and abnormal in localization. 
Furthermore, their amelioration or disappearance 
is associated with and dependent on the elimination 
and redistribution of this excessive fluid. 

The purpose of this discussion is to present the 
aberrations in water and electrolyte content and 
distribution found in congestive heart failure and to 
consider some possible steps between the deficient 
cardiac output, which is probably a primary physi- 
ologic disturbance in heart failure, and_ these 
secondary electrolyte and water abnormalities. 
We will start with a consideration of the body 
water in regard to its quantity and distribution and 
their control and the manner and mechanism of its 
alteration in congestive heart failure. This dis- 
cussion is designed to raise questions and to point 
up the inadequacies of present knowledge in this 
regard, rather than to present a neatly catalogued 
and completed body of knowledge. 


Bopy Water Bopy-Water CoMPARTMENTS 


Although body water diffuses freely through the 
various cellular and vascular membranes, it may 
be regarded as more or less quantitatively segre- 
gated into various compartments, the intracellular 
and the extracellular, the latter being subdivided 
into the vascular and interstitial compartments. 
The relative integrity of these compartments is 
maintained by the membranes of the cells and of the 
blood vessels — the vascular membrane by virtue 
of its relative impermeability to serum proteins 
Morrison Lecture, delivered at the Boston 
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and the cell membranes by similar impermeability 
to cell protein and by their selective permeability 
to various electrolytes. 

Measurement of the total body water and of the 
quantity within the various compartments is beset 
with technical difficulties; often there is uncertainty 
concerning the validity of the results obtained. 
Nevertheless, useful data have been provided by 
the available methods. In general, a substance is 
injected that diffuses evenly and rapidly throughout 
the blood stream (to determine plasma volume) or 
throughout the entire extraceHular space (to deter- 
mine extracellular volume) or throughout the extra- 
cellular and intracellular space (to determine total 
body water). When equilibrium, that is, uniform 
mixing, is obtained, a sample of blood is withdrawn 
and the concentration of the injected sample deter- 
mined. The volume of the fluid throughout which 
the injected substance was diffused is equal to the 
quantity of the substance injected divided by its 
concentration in this fluid after equilibrium. This 
assumes that the injected substance remained ex- 
clusively within the compartment measured, was 
not excreted from the body during the test period 
and was not increased or diminished in amount by 
metabolic processes or storage. If the substance 
is excreted or metabolized or enters other compart- 
ments, it must be possible to correct accurately 
for this loss. In addition, the injected substance 
must be nontoxic, rapidly diffusible and without 
influence on body hydration. It should be relatively 
easy and inexpensive to use and to measure ana- 
lytically. 

The dye Evans blue (T-1824) is commonly em- 
ployed to measure the plasma volume.! Albumin or 
plasma containing radioactive iodine may also be 
used for the same purpose.? Radioactive iron*+‘ or 
phosphorus® has served to measure the erythrocyte 
volume from which the plasma volume is calculated 
by determination of the hematocrit. The latter 
introduces an error, as the venous-blood hematocrit 
is not an accurate average of the total blood hemato- 
crit. 

Potassium thiocyanate*: 7 has been commonly in- 
jected to determine the extracellular fluid volume, 
but bromide*: and radioactive sodium!® have also 
been used, among other substances. More re- 
cently inulin”: and ferrocyanide® have been 
regarded as yielding more accurate measurements 
of the extracellular volume. Because there is con- 
siderable uncertainty concerning whether the space 
into which these substances diffuse actually repre- 
sents the extracellular volume, it is preferable to 
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express the values obtained as the “volume of dis- 
tribution” of thiocyanate, of radioactive sodium 
or of inulin or as the thiocyanate “‘space”’ or the 
inulin “space.” 

The total body water has been measured by the 
oral administration or intravenous injection! of 
a known quantity of deuterium oxide (heavy water) 
and by tritium oxide.'!7 These involve difficult 
and expensive procedures. Recently antipyrine!® 
and N-acetyl 4-amino-antipyrine’® have been used; 
the measurements obtained approximated those 
determined by deuterium oxide and those calculated 
from the specific gravity of the body.?°-” 

The interstitial fluid volume (extravascular ex- 
tracellular fluid) is calculated by subtraction of the 
plasma volume from the extracellular volume; the 
intracellular volume is calculated by subtracting 
the extracellular volume from the total body water. 

It is doubtful whether any of the substances used 
to determine plasma or extracellular or total body 
water satisfy the idealized requirements mentioned 
above. Furthermore, the technical difficulties and 
inaccuracies in our methods increase substantially 
when we try to measure these components of body 
water in cases of congestive heart failure. The ac- 
cumulation of extracellular fluid impairs both the 
speed of diffusion and the uniformity of mixing, 
and this deficiency is enhanced in the presence of 
effusions in the serous cavities. For these reasons 
the figures cited as representing body water and its 
components in health and in heart failure must be 
regarded as tentative approximations. 

With due regard for these shortcomings, the fol- 
lowing table offers the approximate values of body- 
water components in the normal person and in 
congestive heart failure (Table 1). 

The first column shows in average figures the 
size of the various compartments of body water 
expressed as percentages of body weight. The total 
body water forms about 56 per cent of the body 
weight, according to studies with heavy water and 
antipyrine.'*: * This figure is lower than the 70 
per cent formerly regarded as representing body 
water on the basis of desiccation studies in the 
dog** and human beings.*®> Variations in body fat 
considerably modify the percentage of body weight 
due to water. If body water is considered in rela- 
tion to fat-free or lean body mass, it is more con- 
stant and averages about 72 per cent.?* 27 

The extracellular water, formerly represented as 
forming 20 to 30 per cent of body weight,®: 1% 15, 28-89 
according to determinations with thiocyanate, bro- 
mide or radioactive sodium (Na*‘) is now regarded as 
being fairly constant at 16 per cent of body weight, 
according to the inulin method.*** The higher 
figures previously obtained are believed to be due 
to the entrance into certain cells of thiocyanate, 
sodium and the other test substances used. The 
intracellular fluid volume is represented as approxi- 
mately 40 per cent of body weight by subtraction. 
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The plasma volume is actually somewhat less than 
the 5 per cent represented in the table.’ 

The second column shows figures (in liters) for 
the various components of body fluid in a normal 
person weighing 60 kg. and having a surface area 
of 1.7 sq. meters. 

In the last column, by contrast, are the corre- 
sponding values when such a patient has gained 
12 kg. solely because of fluid retention in heart 
failure. The total body water is 12 liters more than 
normal — that is, 45 instead of 33 liters.** When 
there are large and rapid changes in total body 
water, as in the accumulation or loss of edema fluid 
in heart failure, there is no need for repeated de- 
terminations of body water. Such changes in body 
water may be estimated with sufficient accuracy by 
careful serial measurements of body weight. The 


Taste 1. Distribution of Body Water in Normal Persons and 
in Congestive Heart Failure. 


In Normat Persons’ In Hearr Faiture 

PER- LITERS PER- LITERS 
CENTAGE (WEIGHT CENTAGE (WEIGHT 
or Bopy 60 kc.) OF BODY 72 xe.) 


ComMPARTMENT 


WEIGHT WEIGHT 
Plasma... 5 2.6 5 3.8 
Interstitial . 11 7.0 28 20.2 
Extracellular 16 9.6 33 24.0 
Intracellular . 40 23.4 30 21.0 
33.0 63 45.0 


Total body water .... 56 


plasma volume in this patient with congestive heart 
failure increased approximately 45 per cent, or 1.2 
liters. Relatively few determinations of inulin 
space have been made in patients with congestive 
heart failure, and no such determination was ac- 
tually made in the patient under consideration. 
However, with the degree of edema represented 
in this case, other studies have indicated that the 
inulin space is usually more than doubled.*° In this 
instance we are therefore postulating an extracellular 
space of 33 per cent instead of the normal 16 per 
cent. Thirty-three per cent of 72 kg. is 24 liters. 
Accordingly, the interstitial fluid would amount 
to 20.2 liters instead of the normal of 7 liters. It is 
apparent that in the edematous cardiac patient the 
extravascular portion of the extracellular fluid, 
that is, the interstitial space, contains most of the 
retained fluid, whereas the plasma volume is rela- 
tively moderately increased. The calculations in 
this example suggest likewise that there is some, — 
but slight, — intracellular dehydration. The pos- 
sibility of the development of extracellular over- 
hydration with intracellular dehydration is sup- 
ported by clinical observations in edematous cardiac 
patients. 

Despite the free diffusibility of water, the water 
retained in congestive heart failure is not divided 
proportionally into the various fluid compartments; 
the excess is almost all in the interstitial fluid. It 
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is the quantity of fluid in this compartment that 
determines the presence of edema. Note that the 
increase in quantity of interstitial fluid far exceeds 
the total of plasma volume. There is a much greater 
tendency to maintain the constancy of the plasma 
volume than to maintain the constancy of the extra- 
vascular portion of the extracellular fluid. Massive 
infusions of saline solutic.: in normal animals may 
more than double the volume of the extracellular 
fluid, whereas that of the plasma is virtually un- 
changed.** It would be desirable to have more ac- 
curate values for the compartmental distribution 
of water in heart failure for a better understanding 
of the mechanisms involved in fluid-electrolyte dis- 
turbances and as a basis for improving therapy. 


CLASSIFICATION OF DisTURBANCES IN ELECTROLYTES 
AnD Bopy WATER 


A discussion of body water is intimately bound 
with a consideration of its concentration of electro- 
lytes. The living cell is dependent on a fairly con- 
stant osmotic pressure and a similarly constant 


TaB.e 2. Disturbances in Sodium-Water Balance. 


ELecrro.yte 
Frum Votume ConceNnTRATION 


Sodium retention ++ = +or 
Sodium depletion — or + sak 
Water deprivation. . - 


Water excess (intoxication) . 


+ denotes an increase in quantity of extracellular fluid or hypertonicity 
of this fluid. 

— denotes a reduction in quantity of extracellular fluid or hypotonicity 
of this fluid. 


= denotes normal or unchanged. 


hydrogen-ion concentration of the body fluids in 
which it is bathed; these in turn depend on the con- 
stancy of electrolyte concentrations. Homeostasis 
in these respects is usually attained by mechanisms 
that closely correlate the quantity and distribu- 
tion of body water and the concentration of electro- 
lytes. When the quantity of body water is increased 
or diminished there is a corresponding quantitative 
increase or reduction in electrolytes and the con- 
centration of electrolytes remains constant. When 
there is a change in the quantity of one without a 
corresponding change in the other, the concentra- 
tion of electrolytes is altered. This modifies the 
osmotic pressure or the pH of the body fluids or 
both. Rigid homeostasis is an ideal — not always 
attainable under physiologic stress, especially the 
stress of disease, such as in heart failure. 

Table 2 indicates the varieties of disturbance in 
electrolyte and water balance. The electrolyte, 
sodium, is the chief determinant of the osmotic pres- 
sure of the extracellular fluid. An increase in sodium 
concentration is usually followed by retention of 
fluid, with an increase in extracellular volume and 
restoration of a normal sodium concentration and 
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a normal osmotic pressure. Similarly, sodium de- 
pletion is usually followed by increased water ex- 
cretion and reduction in extracellular fluid volume, 
but restoration of normal sodium concentration. 
Excessive retention or excessive depletion of sodium 
leads to disturbances in which the electrolyte con- 
centration (and osmotic pressure) as well as the 
extracellular volume are altered. Similar dissocia- 
tion of extracellular volume and electrolyte con- 
centration may occur with primary severe dehydra- 
tion or overhydration. 

Increased sodium retention is often characterized 
by edema; it is observed in heart failure, some forms 
of nephritis and Cushing’s syndrome, after excessive 
administration of normal saline solution and after 
excessive doses of desoxycorticosterone and other 
adrenocortical hormones in the presence of an ade- 
quate sodium intake. The extracellular volume is 
augmented, but in most of these examples the con- 
centration of sodium and other electrolytes in the 
plasma is normal. In occasional cases of Cushing’s 
syndrome elevation of plasma sodium*® concen- 
tration suggests that there is an increase in osmotic 
pressure as well as in the volume of extracellular 
fluid. In congestive heart failure, however, plasma 
sodium concentration is not infrequently below 
normal,*7~** indicating hypotonicity of extracellular 
fluid when the extracellular volume is greatly ex- 
panded. 

With depletion of sodium and consequent dehydra- 
tion, the kidneys at first maintain normal sodium 
concentration and isotonicity of extracellular fluid 
at the expense of a diminished extracellular vol- 
ume.‘°-? Later both plasma and extracellular vol- 
ume are diminished and the sodium concentra- 
tion is low. Urine concentration is low, azotemia 
is present and the clinical manifestations of shock 
may ensue.*: “4 This may be seen in clinical states 
in which sodium is lost through the kidney, gastro- 
intestinal tract or sweat, such as Addisonian crises,‘ 
diabetic acidosis,**. 47 burns,‘® diarrhea‘? 5° and 
intestinal fistula.*' A salt-depletion syndrome has 
been described in cases of heart failure and occurs 
occasionally when excessive loss of sodium and 
chloride results from vigorous and frequent mer- 
curial diuresis at the same time that sodium intake 
is restricted. 

Acute water deprivation, with consequent dehydra- 
tion, may result in a diminished volume of extra- 
cellular fluid and may be associated with an in- 
creased concentration of sodium and _ hyperton- 
icity. 56-58 Thirst, dry skin and mucous mem- 
branes, scanty concentrated urine and, in severe 
cases, restlessness and fever are the outstanding 
features. A similar picture associated with hyper- 
tonicity due to increased extracellular sodium con- 
centration may follow excessive urinary losses of 
water in diabetes insipidus.®* In cases of heart fail- 
ure in which water intake was greatly restricted (a 
common therapeutic recommendation some ten 
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years ago) mixed forms of water deprivation with 
sodium-water retention were commonly observed. 

Overhydration due to the ingestion of very large 
quantities of water may rapidly produce the syn- 
drome of water intoxication.®°" Symptoms may 
be mild, comprising merely nervousness, restless- 
ness, asthenia, polyuria and pollakiuria, saliva- 
tion and vomiting. With more intense water in- 
toxication, disorientation, twitching of the extremi- 
ties, stupor or convulsions may result. A hyper- 
tonic solution of sodium chloride usually corrects 
the condition.” 


ELEcTROLYTE CONCENTRATIONS OF PLASMA AND 
Tissues 1n HEALTH AND IN Heart FAILureE 


The distribution of body water in normal persons 
and in patients with congestive heart failure has 
been discussed. We are concerned now with the 
corresponding concentration of the various electro- 
lytes in the various body water compartments, 
both in health and in heart failure. The values for 


3. Normal Blood Piasma Electrolytes.” 


mg. [100 cc. milliequio. [liter 
Sodium... 325 142 
Chloride ........ 365 103 
Bicarbonate (CO*) 60 vol. /% 27 
Potassium . 19 4.5 
Phosphate. 4 
Calcium . 1 5.5 
Magnesium. 3 2.5 
Sulfate .. 1 0.5 
Organic acids 6.0 
Protein 6.5 cc. 16.0 


normal electrolyte concentration in blood plasma 
are listed in Table 3. In Table 4 are shown 
the major electrolyte concentrations in the various 
body water compartments. Allowing for the very 
low concentration of nondiffusible protein in inter- 
stitial fluid as compared with that in plasma and 
for the consequent Donnan equilibrium effect, the 
electrolyte composition of interstitial fluid and that 
of plasma are very similar.** There is a slightly 
lower concentration of cations, notably sodium, and 
a slightly higher concentration of anions in inter- 
stitial fluid. Serous effusions in congestive heart 
failure also resemble edema and plasma in their 
electrolyte concentrations, allowing again for the 
fact that their protein content is lower than that of 
plasma but higher than that of edema fluid. 

In contrast with these values are those for the 
intracellular electrolytes. There is even less cer- 
tainty concerning the latter. They are based on 
tissue analyses®: 67, 68 and more recently on deter- 
minations of tissue biopsy or after injection of 
radioactive cations.®: 6.79 The low concentration 
of 4 to 5 milliequiv. per liter for potassium in plasma 
is in noteworthy contrast with its high concentra- 
tion within the cell. On the other hand, the cell 
membrane is relatively impermeable to sodium, 
the dominant electrolyte of extracellular fluid. 


CONGESTIVE HEART FAILURE — FRIEDBERG 


815 


It was formerly thought that sodium and chloride 
did not enter cells, except in very small quantities. 
It now appears probable that the normal concen- 
tration of these ions may approximate 30 and 20 
milliequiv. per liter respectively. This is suggested 
by the difference in so-called extracellular space 


4. Electrolyte Concentrations. 


PLasmMa INTERSTITIAL INTRACELLULAR 
Evectroryres™ 
milliequiv.{liter millieguio.fliter milliequio.fliter 
Na 142 4 14-30 (?) 
4.5 4.5 115-157 (2) 
103 106 3-20 (?) 
HCOs... 27 28 10 


as determined by radioactive Na™, which yields 
a value of 22+ per cent of body weight, and that 
of inulin, which gives a value of only 16 per cent. 
The greater dilution of injected Na*™, as compared 
with inulin, is considered due to penetration of some 
of the Na* from the extracellular into the intra- 
cellular space. Bone and cartilage contain large 
stores of intracellular sodium, but it is uncertain 
to what extent it participates in extracellular- 
intracellular electrolyte exchanges.?° Studies to 
determine the concentration of intracellular elec- 
trolytes in heart failure are hampered by even 
greater technical difficulties, but analyses of biopsy 
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Ficure 1. Serum Electrolyte Concentrations in Congestive 
Heart Failure. 


specimens of skeletal muscle suggest that there 
is more sodium and less potassium than normal.** 


ELectRoLyTe Patterns HEART 


Despite the pronounced disturbances in body 
water content and distribution associated with 
heart failure, there is usually no striking altera- 
tion in the concentration of electrolytes in the ex- 
tracellular fluid. In view of the known impairment 
in renal excretion of sodium, one would expect that 
the consequent sodium retention would tend to 
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cause an elevaiion in plasma sodium concen- 
tration. On the contrary, in a series of 25 unselected 
cases of congestive heart failure*’ there was a tend- 
ency to a reduction in the concentration of plasma 
sodium (Fig. 1). These findings of low sodium con- 
centration do not conflict with the basic fact that 
sodium is retained in the body. Actually, the total 
amount of sodium in the body is greatly increased 
because the 100 to 150 per cent increase in extra- 
cellular fluid much more than compensates for a 
5 to 10 per cent reduction in concentration. Because 
of the presence of edema in all these cases, the pos- 
sibility was considered that the low sodium values 
represented merely a dilution by retained fluid. 


NORMAL 


HEART FAILURE 


MILD DIURESIS SALT DEPLETION 
ACIDOSIS ALKALOSIS RENAL ACIDOSIS 


Ficure 2. Plasma Electrolyte Patterns in a Normal Person 
and in Three Patients with Congestive Heart Failure. 


However, dilution was not the sole explanation, 
for the concentration of chlorides in plasma was 
not similarly reduced except in 4 cases. In con- 
sequence of this greater reduction of sodium con- 
centration as compared to chloride, there was a 
tendency to acidosis in most cases, although this 
was not pronounced (Fig. 2). These observations 
suggest that in heart failure the disturbance in water 
and electrolyte distribution involves the intra- 
cellular as well as extracellular compartments. 
There is evidence that in heart failure sodium 
may pass through the cell membrane and potassium 
may leave the cell. This was suggested (though 
not proved) by the finding of a positive potassium 
balance in patients with heart failure who were 
receiving sodium and potassium salts.*? Sinclair— 
Smith and associates” and Iseri and others” ob- 
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served a positive potassium balance as patients 
recovered from heart failure and suggested that this 
indicated replacement of intracellular potassium 
lost as heart failure developed. Muscle biopsy 
specimens that indicated a rise in sodium con- 
centration and a reduction in potassium concen- 
tration have been mentioned.** Difficulties arise 
because of the variable amount of interstitial tissue 
and water included with the muscle cells. Studies 
with radioactive potassium have disclosed a reduc- 
tion in total body potassium in congestive heart 
failure, even though the concentration of potassium 
in the extracellular fluid is unaltered and the abso- 
lute amount of extracellular fluid is increased.” 
Despite this suggestive evidence, more direct proof 
is needed that potassium leaves the cells and that 
sodium enters the cells in heart failure. The pos- 
sibility of determining the quantities of fluid in 
the various body water compartments and the pos- 
sibility of following shifts of sodium and potassium 
by means of their radioactive isotopes afford 
promise of more direct measurement of the altera- 
tions in fluid and electrolytes within the important 
intracellular compartment. 

One of the important corollaries of studies of 
electrolyte patterns in congestive heart failure is 
the frequent observation of a dissociation between 
sodium and chloride, especially in cases of heart 
failure. Because of former technical difficulties 
in sodium determinations it was customary to 
measure chloride concentrations in plasma and 
urine and to apply the results obtained to con- 
siderations of sodium metabolism as if the two 
electrolytes behaved in a quantitatively similar 
manner. This may lead to serious error in inter- 
pretation and management. Heart failure itself 
may be responsible for a dissociation in sodium 
and chloride metabolism because of differences in 
intracellular-extracellular exchanges or because of 
differences in renal ability to excrete these electro- 
lytes. Furthermore, various therapeutic measures 
in heart failure and various complications or asso- 
ciated diseases may affect these electrolytes dif- 
ferently. 

Diets extremely low in sodium tend to reduce the 
plasma sodium concentration (though only slightly), 
with virtually no effect on chloride. With such low- 
sodium diets the urinary output of sodium may vary 
from very low to minimal values, according to the 
degree of restriction of intake. On the other hand, 
the intake of chlorides, in combination with other 
cations, may be only moderately reduced by the 
low sodium intake; consequently the chloride out- 
put in the urine may be significantly higher than 
that of sodium. When the low-sodium diet is given 
in the form of the fruit-rice regimen of Kempner,” 
metabolism of the organic-acid anions may lead 
to high levels of bicarbonate, excessive elimination 
of potassium ion and hypochloremic alkalosis, 
usually of mild degree.’ 
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Patients receiving ammonium chloride as a diu- 
retic may develop a high plasma chloride relative to 
sodium and a tendency to acidosis. In such pa- 
tients who are also receiving a very low sodium 
chloride diet, the determination of urinary chloride 
could not be used as a measure of urinary sodium 
concentration, for the latter may be minimal, 
whereas the chloride may be relatively high as a 
result of the ammonium-chloride medication. 


Errect or MercuriAL Diuretics 


The plasma-electrolyte pattern in patients with 
heart failure may be substantially altered by re- 
peated frequent mercurial injections. The diuresis 
obtained with mercurials results in a profuse ex- 


TOTAL MEQ./24 HR. 


i 
% 5 6 7 


3 4 
URINE VOLUME (LITERS) 


Ficure 3. M rcurial Diuresis and Urinary Electrolyte Ex- 
cresion in Congestive Heart Failure. 


cretion of sodium and chloride. However, as shown 
in Figure 3, the excretion of chloride is often high 
relative to sodium.*7 Although the sodium concen- 
tration in the excreted urine is usually at or some- 
what below its concentration in plasma, the chloride 
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of mercurial diuretics. A similar loss of potassium 
ions may result from protracted use of ammonium 
chloride. A corollary of the potassium depletion 
found in cases of heart failure, — particularly fol- 
lowing the use of diuretics when combined with 
inadequate intake, — is the observation that digi- 
talis-induced cardiac arrhythmias occur more fre- 
quently and that such arrhythmias may be promptly 
abolished by the administration of potassium salts. 

Table 5 shows electrolyte studies in a patient 
with congestive heart failure following mercurial 
diuresis. At the time of admission he had already 
received some mercurial diuretics. His electrolyte 
spectrum was essentially normal, but the chloride 
concentration was at the lower limit and the bi- 
carbonate concentration was at the upper limit of 
normal. He was given four mercurial injections in 
the next six days, with only moderate diuresis. His 
plasma-electrolyte spectrum now showed a normal 
sodium, markedly diminished chlorides and an 
elevated bicarbonate, indicative of hypochloremic 
alkalosis. There was also a concomitant reduction 
in plasma potassium. 

A similar example of hypochloremic alkalosis is 
seen in Table 6, which shows the plasma-electrolyte 
spectrum of a patient with advanced congestive 
heart failure who was responding poorly to mercurial 
diuretics after he had received numerous injections. 
He was stuporous, incontinent and sometimes irra- 
tional. A routine chloride determination was reported 
as showing a plasma chloride of 500 mg. per 100 
cc. as sodium chloride. On this basis it was assumed 
that both his sodium and chloride were low, and 
an infusion of 5 per cent sodium chloride was recom- 
mended. However, a complete plasma-electrolyte 
spectrum disclosed that although the chloride con- 
centration was extremely reduced the sodium con- 
centration was normal. The disproportionate re- 
duction in chloride was accompanied by a compen- 
satory elevation in bicarbonate ion and alkalosis. 
The latter was denoted also by the high pH, sug- 
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milliequiv./liter 
135-143 
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Potassium Carson Dioxipe Urea 
NtTROGEN 
milliequiv.jliter  milliequiv./liter millieqniv.jliter mg. ce. 
4-5 97-105 24-29 12-20 
98 29 45 


79 33.5 50 


concentration is usually equally high or higher 
and may exceed the concentration in plasma. Thus, 
with repeated diuresis there may be a reduction in 
the plasma chloride concentration, sometimes of 
serious degree, whereas the sodium concentration 
is virtually unaltered. The hypochloremia is asso- 
ciated with alkalosis and hypokalemia (Fig. 2).76 77 
The hypokalemia appears to result from increased 
excretion of potassium following the administration 


gesting that the hypochloremic alkalosis was only 
partially compensated. 

Instead of sodium chioride infusions, which 
might have increased water retention, the patient 
was given ammonium chloride, with distinct im- 
provement in his clinical state as well as in his 
electrolyte pattern. In some cases a more effective 
correction of the electrolyte pattern appeared to 
follow the administration of potassium as well as of 
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chloride. Because of the deleterious effect of such 
electrolyte disturbances on renal function,*:”® renal 
excretion of sodium and water in heart failure may 
be further impaired and contribute to intractable 
heart failure. With correction of the disturbed 
electrolyte pattern a more effective response to 
mercurial diuretics and other therapeutic measures 
may follow. 


Errect oF Sopr1um DEPLETION AND OF RENAL AND 
Putmonary DIsEASE 


A reduction in both sodium and chloride has oc- 
curred occasionally in cardiac patients on a diet 
very low in sodium who were receiving frequent mer- 
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would be improper, if not dangerous. Oxygen ad- 
ministered in high concentration to patients with 
congestive heart failure may result in a high plasma 
bicarbonate with acidosis. The oxygen, by diminish- 
ing the sensitivity of the respiratory center, may 
reduce the compensatory hyperventilation usually 
seen in heart failure and thus lead to retention of 
carbon dioxide. 

These considerations should underline the im- 
portance of complete studies of the blood-electrolyte 
spectrum before therapeutic measures are under- 
taken to correct an isolated abnormality. Further- 
more, the blood-electrolyte spectrum in cases of 
heart failure should be interpreted with considera- 


TasB_e 6. Ammonium Chloride in Hypochloremic Alkalosis (Patient A. L.). 
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curial diuretics, and has been reported after the 
mechanical removal of edema fluid and ascites.*° 
These patients disclosed evidence of rapid dehydra- 
tion, with muscular cramps, azotemia and a shock- 
like syndrome, the so-called salt-depletion syn- 
drome.*-55 The spectrum in such cases may be 
similar to that seen in renal insufficiency (Fig. 2). 
Dramatic clinical improvement may follow the use 
of hypertonic sodium chloride in sufficient quantity 
to raise the plasma sodium concentration to normal. 
However, a moderate hyponatremia is common in 
the usual case of heart failure without the salt- 
depletion syndrome. In such cases, hyponatremia 
per se is not an indication for sodium therapy, 
which may intensify the heart failure. There is need 
for a clearer delineation of the salt-depletion syn- 
drome and of the criteria for its diagnosis. It is un- 
certain whether the clinical picture is due to a rapid 
and severe reduction in cardiac output caused by 
a contraction in circulating plasma volume, to de- 
pletion in sodium ion per se, to a consequent lower- 
ing of osmotic pressure of extracellular fluid or to 
changes in cellular potassium or hydration. 

In patients with renal insufficiency as well as heart 
failure, the retention of organic acids, phosphates 
and sulfates results in a reduction of both chloride 
and bicarbonate, whereas the sodium concentration 
may be normal or low. 

Pulmonary insufficiency may lead to retention of 
carbon dioxide with a compensatory increase in 
plasma bicarbonate, which in turn might suggest 
the presence of alkalosis. Actually, acidosis is 
present, as can be determined by pH measurements. 
The administration of ammonium chloride based on 
the misinterpretation that the high carbon-dioxide 
combining power of the plasma denoted alkalosis 


tion of associated factors or complications that may 
in themselves alter the blood electrolytes. 


ELECTROLYTES AND EpEMA 


Although there is almost general agreement on 
the various factors contributing to cardiac edema, 
there is considerable controversy concerning the 
exact sequence of events between failure of the 
heart and the subsequent development of edema. 
A substantial portion of the disagreement has con- 
cerned the relative importance of sodium-water re- 
tention as compared with elevation of venous and 
capillary pressure and the order of occurrence of 
these two abnormalities in heart failure. 

These two points of view are presented briefly 
in Figure 4, representing the backward-failure and 
forward-failure hypotheses.*!-*¢ 

Heart failure is associated with a reduction in 
cardiac output, with a concomitant elevation of 
diastolic pressure in the failing chamber and also 
with an elevation of the hydrostatic pressure in the 
veins and capillaries leading to the failing cham- 
ber.87-%! Considered from the venous side, the ele- 
vated capillary pressure exceeds the colloid osmotic 
pressure of plasma proteins (which is about 30 cm. 
of water) and leads to transudation of fluid into the 
interstitial compartment and eventually to edema.” 
However, such transudation should cause a reduc- 
tion in plasma volume, whereas the plasma volume 
is actually increased in congestive heart failure. 
Secondly, transudation of the entire plasma volume 
would not suffice to produce the vast augmentation 
of interstitial fluid volume necessary to produce 
visible edema, as was shown in Table 1. Further, 
such loss of plasma volume would soon eliminate 
the elevated venous pressure. 
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It is therefore apparent that even if elevation of 
venous pressure were a primary event, neither the 
elevated venous pressure nor the edema could per- 
sist unless water (and sodium) were retained. Ac- 
tual measurements denote that the retention of 
sodium and water not only restores the plasma 
volume but increases it,*4: % and in addition pro- 
vides for the large quantity of extracellular fluid 
in the interstitial tissues. According to the back- 
ward-failure theory, the initial diminution in 
plasma volume or a rise in renal venous pressure 
stimulates renal retention of sodium chloride, the 
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disturbances in renal dynamics, which result in 
sodium and water retention. 

However, if one accepts this sequence of events, 
it seems necessary to suppose that the retained 
fluid must first be incorporated in the circulating 
plasma. Its subsequent transudation into the in- 
terstitial tissues may be due to reduction in colloid 
osmotic pressure caused by dilution of plasma 
protein. More likely, however, according to the 
actual findings in heart failure, such transudation 
is due to an elevation in venocapillary pressure, 
that is, to an increased hydrostatic-filtration pres- 
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Ficure 4: 


mechanism of which is uncertain — nor is it clear 
why such stimulation should lead to more than a 
restoration of the normal plasma volume. 

The deficient cardiac output at the onset of heart 
failure is regarded as causing a reduction in blood 
flow to the kidney as well as to other organs con- 
cerned with sodium and water metabolism. This 
results in a retention of sodium and water, with 
consequent hypervolemia and edema. Actually, 
this concept is supported by catheterization studies 
that reveal a reduction in cardiac output and renal 
blood flow in heart failure, and by other studies 
that disclose a reduction in glomerular filtration™: * 
and a probable increase in tubular reabsorption of 
sodium.** In short, the reduced cardiac output and 
renal blood flow are represented as responsible for 


sure within the capillaries. It seems that if sodium- 
water retention is the earlier event in the produc- 
tion of edema an elevation of venous pressure is a 
necessary intermediate, even if only transiently, 
until equilibrium is established between intravascu- 
lar and extravascular fluid and electrolytes. 

I previously indicated that neither cardiac edema 
nor the elevated venous pressure of congestive 
heart failure could persist without retention of 
large quantities of sodium and water. However, 
the essential importance of an elevated venous pres- 
sure in cardiac edema may also be indicated. In 
cases of left-sided heart failure in which the venous 
pressure in the systemic circulation is normal, there 
is no peripheral edema. However, edema of the 
pulmonary tissues may occur in such cases in which 
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the pulmonary venocapillary pressure is elevated. 
On the other hand, peripheral edema occurs com- 
monly in right-sided heart failure, in which the 
systemic pressure is elevated either at rest or under 
the stress of an increased venous return. Further- 
more, the edema is localized in the lower extremities 
if the patient is upright or in the sacrum if he is re- 
cumbent; that is, the edema occurs in those areas 
where gravity tends to exaggerate the elevated 
venous pressure of heart failure. 


(To be concluded) 
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CASE 37471 


PRESENTATION OF CASE 


A fifty-nine-year-old man entered the hospital 
because of painful swelling of the arms. 

One month before admission on rising from bed 
in the morning he noticed swelling and weakness 
of both arms that was sufficient to prevent him 
from washing his face and from shaving. He felt 
otherwise well. The swelling was confined initially 
to the antecubital areas. Pain was present at the 
sites of swelling and radiated into the shoulders 
and forearms. The swelling increased and ex- 
tended, more on the right, finally to include 
within two inches the entire arms from shoulders 
to fingers. Two weeks before admission he entered 
another hospital. Erythema was present on the 
right wrist and on the medial aspect of the right arm. 
He was febrile. An x-ray film of the chest showed 
diffuse linear infiltration but no enlarged mediastinal 
shadow. There was hypertrophic arthritis of the 
fourth, fifth and sixth cervical vertebras. Veno- 
grams of the right arm showed patent axillary and 
subclavian veins. A biopsy of skin and muscle 
showed no specific pathology. Urinalysis was nega- 
tive. Blood sugars varied from 140 to 180 mg. per 
100 cc. The cerebrospinal fluid was xanthochro- 
mic and contained 163 mg. per 100 cc. of protein. 
The electrocardiogram showed right-bundle-branch 
block. He was transferred to this hospital. 

The patient had had mild diabetes for years and 
had been taking 5 units of protamine zinc insulin 
daily. 

On examination the patient was emaciated, with 
signs of recent weight loss. There was slight tender- 
ness over the occiput, but no abnormalities were 
palpable. There was marked pitting edema of both 
upper extremities, more marked on the right, reach- 
ing from the fingers to the shoulders. The swelling 
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was tender on deep pressure. There was diminished 
pin-prick sensation in the upper extremities. The 
muscles of the arms were weak, and the deep ten- 
don reflexes were unobtainable. No trophic changes 
were seen. There were several small nontender 
nodes in the right axilla. The legs were thin and 
atrophied. The knee jerks were absent; the ankle 
jerks were normal. The lungs showed decreased 
tactile fremitus and sticky rales in both bases, more 
marked on the left. The heart was not remarkable. 

The temperature was 98.6°F., the pulse 90 and 
the respirations 30. The blood pressure was 150 
systolic, 70 diastolic (left arm) and 180 systolic, 80 
diastolic (right arm). 

The urine was normal except for a + sugar re- 
action. Examination of the blood showed a white- 
cell count of 15,900 with 89 per cent neutrophils. The 
sedimentation rate was 0.5 mm. per minute. The 
fasting blood sugar was 133 mg., the nonprotein 
nitrogen 28 mg., the serum albumin 2.8 gm., the 
globulin 2.16 gm. and the cholesterol 197 mg. per 
100 cc. The basal metabolic rate was + 10 per cent. 
The stools were guaiac negative. A twenty-four- 
hour urine specimen showed 340 mg. of creatinine 
and 235 mg. of creatine. The spinal-fluid findings 
were normal, the protein being 22 mg. per 100 cc. 
An electrocardiogram demonstrated a right-bundle- 
branch block. Electromyelograms were done on all 
the muscles of the body; frequent spontaneous 
aperiodic spikes were present in the triceps, ex- 
tensor carpi and radialis muscles. X-ray examina- 
tion of the chest showed a density at the right apex 
with destruction of the vertebral end of the fourth 
rib. A gastrointestinal series, barium-enema ex- 
amination and x-ray films of the bones of the upper 
extremities demonstrated no abnormality. 

While in the hospital the patient complained of 
marked pain in the area of the back between the 
scapulas and the vertebral column. A questionable 
area of slight swelling was present in this location. 
The patient was treated with hot applications to his 
back, with aspirin, and with a highly nutritional 
diet. He was afebrile. There was slight symptomatic 
improvement; the swelling of the arms subsided 
partially. He was discharged after five weeks in the 
hospital. 

Second admission (one month later). For two 
weeks the patient did well; his appetite improved 
and he gained weight. He was ambulatory and 
relatively free of pain. Ten days before readmission 
pain in his throat appeared and swallowing became 
difficult. He developed a cough productive of 
several spoonfuls of thick yellow material. There 
was occasional dull anterior-right-chest pain, not 
related to breathing, which he thought was related 
to the right-upper-back pain. Five days before ad- 
mission he awoke with pain and swelling in both 
upper extremities extending from the shoulders to 
the wrists. A rash suddenly appeared around the 
mouth. Strength decreased and the skin of the ab- 
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domen felt tight. Several small nontender nodules 
appeared on the forehead. The legs became swollen 
and the arms very tender. 

On examination three small nontender nodules 
were present on the forehead. The face was slightly 
swollen, and there was an erythematous circumoral 
rash. The skin over the chest and abdomen was 
tight. Hard indurated swelling was present in both 
upper extremities from the shoulders to the wrists. 
The muscles of the thighs and arms were generally 
tender. On the ventrum of the penis there was a 
superficial indurated abrasion with phimosis of the 
foreskin. Multiple fine and a few coarse rales were 
heard over both lungs posteriorly. Examination of 
the mouth, pharynx and larynx showed no evidence 
of palatal weakness. The gag reflex was normal. The 
vocal cords and arytenoids moved well. 

The temperature was 99°F., the pulse 100 and the 
respirations 20. The blood pressure was 140 systolic, 
70 diastolic. 

Chest roentgenograms demonstrated no significant 
change since the previous examination, the density 
at the apex appearing unchanged. A barium swallow 
passed readily down the esophagus. 

The patient developed fever and had great diffi- 
culty in swallowing and in raising sputum, which 
was purulent. The temperature reached a maximum 
of 102°F. on the sixth hospital day. An x-ray film 
of the chest now showed mottled, irregular areas of 
increased density throughout the right lung and 
elevation of the right leaf of the diaphragm. Cul- 
tures of the sputum were negative. There was no 
response to penicillin or digitoxin, and the patient 
died on the eighth hospital day. 


DirFERENTIAL D1AGNosis 


Dr. Ropert L. Berc*: To summarize the evi- 
dence, this patient had a fatal generalized disease, 
affecting most tissue and organ systems of the body, 
that was most severe in the muscles, skin and lungs. 
Its precipitating symptom was swelling. In arriv- 
ing at a diagnosis, it is convenient to consider the 
edema as a base around which to center the dis- 
cussion. What abnormalities produce edema? They 
may be described under three headings: increased 
filtration pressure, increased capillary permeability 
and decreased osmotic pressure. The serum protein 
was not low enough in this patient to produce 
edema, so the explanation must be found in one of 
the first two factors. Inasmuch as the swelling was 
at first limited to the arms, a satisfactory explana- 
tion must indicate localized reasons for edema 
formation. 

Local increases in filtration pressure may be pro- 
duced by arteriolar dilatation, inactivity, de- 
pendency or venous obstruction. Only the last is 
probable in this patient and would presumably be 
due to a tumor. A tumor that could produce ob- 
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struction of the veins to both arms without causing 

obstruction to the head would have to be multiple; 
to explain the later involvement of the legs, one 
must postulate another lesion blocking the veins 
from the legs. Lymphoma might develop in this 
way and must be considered as a possibility. 

Local increases in capillary permeability may be 
due to many disorders but are most commonly due 
to infectious diseases and to the spectrum of path- 
ologic conditions called connective-tissue disease. 
It seems to me, then, that in the differential diag- 
nosis must be included lymphoma, infection and 
some connective-tissue disease, which by the nature 
of its distribution and characteristics would be 
dermatomyositis. I shall discuss the case from the 
point of view of these three diseases. 

Lymphoma could cause obstruction, but there 
are few arguments to support the notion that the 
edema was due to obstruction. It is true that it was 
found at first to be a pitting edema; this may hap- 
pen with venous stasis. However, I have to account 
for the fact that there was improvement between 
the first attack and the second and fatal recurrence. 
There is a remote possibility that the x-ray studies 
may have so affected a very radiosensitive lymphoma 
that there was enough improvement to allow a 
loss of the edema. Also the fact that it was painful 
and tender, particularly on deep pressure, does not 
fit well with edema due to venous stasis. It is hard 
to explain both the improvement and the subse- 
quent recurrence on that basis. That is more the 
sort of thing one sees with a connective-tissue dis- 
order; the very widespread nature of this illness 
makes both malignant obstruction and_ infection 

somewhat difficult to accept.. With only a few ex- 
ceptions dermatomyositis would fit very nicely. 

Dermatomyositis characteristically causes more 
swelling and involvement of the upper extremities 
than of the lower extremities, and it is very hard to 
make the other diagnoses fit that particular finding. 
The evidences of muscular involvement are charac- 
teristic: weakness, pain, tenderness over the occiput, 
midscapular distress, dysphagia and the apparent 
paralysis of the right diaphragm. As far as the skin 
is concerned, the erythema, rash and tight skin fit 
well with a diagnosis of dermatomyositis. The non- 
tender nodules on the forehead and forearm may 
have been calcified deposits, such as are sometimes 
seen in this disease. The major system changes, 
the loss of sensation (pinprick in this case) and the 
loss of tendon reflexes all are to be anticipated. I 
am at a loss to explain the findings in the spinal 
fluid. As far as I know it is not common to find 
parenchymal brain involvement, but hemorrhagic 
vesicles sometimes appear in the skin and elsewhere, 
and I suppose one could postulate there was some 
such disorder in the central nervous system. It 
later cleared. 

I am disturbed about the lungs. The lesion in the 
apex, which did not change between the first and 
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second admissions, suggests an old infection rather 
than tumor, which should have progressed. This 
may have been the residual of an old tuberculous 
infection. The linear infiltration, however, that 
was present on the first admission is consistent with 
connective-tissue disease. 

The rib lesion can be adequately explained only 
as a malignancy, I suppose. Lymphomas produce rib 
lesions in a relatively high percentage of cases. Be- 
cause the rest of the story is so much more charac- 
teristic of the connective-tissue group of diseases, 
I am forced to disregard the rib lesion. Maybe the 
patient had two disorders. The rib lesion may have 
been a separate disease that was related to the lesion 
in the right apex. If that was a malignant lesion, 
it is queer that it had not progressed between the 
first and second admissions. I shall leave it at that, 
but I am not happy about it. 

A slightly elevated basal metabolic rate fits with 
any one of these diseases. The diabetes is an un- 
related finding. The right-bundle-branch block 
could be related to dermatomyositis, but in view of 
the hypertension and diabetes it indicates coronary- 
artery disease. 

May I see the x-ray films? 

Dr. JosepH Hane.in: These cover a period of 
over two months. In all the films there is visible a 
homogeneous area of increased density at the right 
apex and a localized zone of bone destruction in the 
adjacent portion of the right fourth rib posteriorly. 
This has the appearance of a malignant process. 

Dr. Bere: Could it be osteoporosis? 

Dr. Haneuin: No. 

Dr. Bere: This apical lesion is in very close 
proximity to the rib lesion. 

Dr. Hane.in: Yes; the linear streaking visible 
in both lungs could represent a manifestation of 
dermatomyositis. Other films that we have of the 
spine and shoulder are not contributory. 

Dr. Bere: In view of this last impressive evidence, 
I would have to say that there appears to have been 
a lesion in the lung, presumably malignant, and that 
in addition the patient had something else. In 
this case the nontender nodules that appeared over 
the forehead might well have been metastases. 
That forces me into the position of having to make 
two diagnoses, dermatomyositis and carcinoma of 
the lung with extension into the rib. 

A Puysician: In dermatomyositis, what is found 
in the electromyogram? 

Dr. Bere: I do not know. I was going on the 
basis that with destruction of muscle there may be 
spontaneous spiking. 

A Puysician: This sounds like fibrillations of 
nervous origin, and for that reason I would not 
think of myositis or muscular disease. 

Dr. Bere: Fibrillations may occur in rheumatoid 
arthritis; I do not know about dermatomyositis. 

Dr. F. Dennetre Apams: I know of no form of 
malignant disease that would give such diffuse 
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symptoms except perhaps multiple myeloma. The 
nodules found on the head might suggest myeloma, 
but the blood serum globulin was low. Dr. Berg’s 
diagnosis is much more tenable. Were skull films 
made? 

Dr. Haneuin: The portion of the skull included 
in the cervical-spine films appears normal. One 
further point: The actual amount of exposure to 
x-rays during diagnostic procedures is generally 
small, and its effect is further lessened by being 
protracted over a period of time. It is not enough 
to affect a lymphoma. 

Dr. Bera: Even with fluoroscopy? 

Dr. Hane.in: The patients do not receive much. 

Dr. Apams: How many r do they get? 

Dr. Hanewin: At the Massachusetts General 
Hospital filtration of the central beam has been 
adjusted so that not over 10 r per minute reaches 
the patient. We rarely fluoroscope more than five 
minutes — ordinarily not more than two or three. 
The exposed area will vary during the examination 
and is kept small. 


CuinicaL D1acnosis 


Dermatomyositis. 
?Pulmonary tuberculosis. 


Dr. Bero’s Diacnoses 


Dermatomyositis. 
Carcinoma of the lung with extension into rib. 


ANATOMICAL DIAGNOSES 


Dermatomyositis. 

Squamous-cell carcinoma of lung with extension to 
pleura and rib. 

Bronchopneumonia. 

Pulmonary fibrosis. 

Coronary sclerosis. 


Patuotocicat Discussion 


Dr. Davin Kaun: The physicians who cared for 
this patient had the advantage of a skin and muscle 
biopsy. This showed focal degenerative changes 
in some of the muscle fibers with some scattered 
round-cell infiltration. It was compatible with, but 
not diagnostic of, dermatomyositis, or one of the 
closely related so-called collagen diseases. At 
autopsy there were circumscribed skin lesions over 
both cheeks. There was hazy subcutaneous edema 
of all four extremities. The skeletal muscles were 
thin and atrophic and much paler in color than 
normal. Histologic examination of the skeletal 
muscle showed a picture quite typical of dermato- 
myositis. The muscle fibers were atrophic, and 
there were scattered areas of definite muscle 
degeneration. This varied from very early changes, 
with only a loss of striation of the muscle fibers, to 
actual necrosis with fragmentation of fibers. In 
some sections the change was focal; in others it 
was widespread. In relation to most of these areas 
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there was a fairly heavy inflammatory infiltrate 
consisting of lymphocytes, monocytes and plasma 
cells. There was marked fibrosis throughout the 
muscles. The vessel changes were minimal; the 
walls appeared to be slightly thickened, but there 
was no fibrinoid necrosis. Sections of the skin showed 
a rather nonspecific change, as is often the case in 
this disease. There was atrophy of the epidermis, 
edema of the superficial corium and marked fibrosis 
of the deeper corium and subcutaneous fat; there 
were no vascular changes, fibrinoid necrosis or in- 
flammatory cells. We did not find any lesion in 
the internal viscera that we could definitely at- 
tribute to dermatomyositis. Lesions have been 
described in cardiac muscle, intestinal tract, lungs, 
synovia and adipose tissue, but none were present 
in this patient. 

The lesion in the lung was a bronchogenic car- 
cinoma. It was in the posterior apical segment and 
measured 5 by 4 by 2 cm. in diameter. There was 
diffuse infiltration throughout the whole segment, 
with extension through the pleura and infiltration 
of the posterior chest wall at the level of the fourth 
rib; the proximal 4 cm. of this rib was infiltrated 
by tumor and almost totally destroyed. We were 
unable to identify the bronchus from which the 
tumor had arisen. Microscopically it was a 
squamous-cell carcinoma. The pulmonary lymph 
nodes were not involved, and there were no distant 
metastases. 

Dr. Hane.in: Were there any diffuse pulmonary 
changes? 

Dr. Kaun: The lungs were firm and indurated. 
They weighed 1700 gm. Microscopically there was 
a severe bronchopneumonia throughout all lobes. 
In addition, there was a moderate degree of non- 
specific pulmonary fibrosis. 

Dr. Berc: What was the heart like? 

Dr. Kaun: There was a moderate degree of 
coronary sclerosis. It was not enlarged. There was 
a small myxoma of the pulmonary valve, which we 
cohsidered an incidental finding rather than one 
related to the dermatomyositis. The brain and spinal 
cord were normal. 


CASE 37472 


PRESENTATION OF CASE 


A fifty-five-year-old woman entered the hospital 
because of hematuria. 

Ten days before admission the patient first noted 
hematuria associated with frequency and pain in 
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the left flank. Three days later she entered another 
hospital, where x-ray films of the abdomen were 
said to reveal no “stones.”” Following a bladder irri- 
gation the bleeding ceased for about one week and 
she was discharged from the hospital. The day fol- 
lowing discharge bright-red blood and some clots 
were passed, accompanied by pain in the left side. 

There was no history of recent weight loss. Thir- 
teen years previously a hysterectomy had been per- 
formed for the removal of a “‘benign tumor.” 

On physical examination there was a questionable 
fullness in the region of the left kidney. The re- 
mainder of the examination was negative. 

The temperature was 99.6°F., the pulse and 
respirations were normal and the blood pressure was 
135 systolic, 80 diastolic. 

Examination of the blood disclosed a hemoglobin 
of 10.5 gm., a red-cell count of 3,280,000 and a 
white-cell count of 11,900. The urine was cloudy 
red in color, had a specific gravity of 1.020 and gave 
a +++4 test for albumin; the sediment was 
loaded with red cells. The serum nonprotein nitro- 
gen was 29 mg. per 100 cc.; the Hinton test was 
negative. 

An intravenous pyelogram on the day following 
admission demonstrated kidneys of normal size 
and shape. A normal kidney pelvis and ureter were 
visible on the right. During a 45-minute period no 
excretion took place on the left. The urinary blad- 
der contained a large filling defect. (Cystoscopy was 
negative.) A left retrograde pyelogram showed 
the lower calyx pressed on and displaced upward 
by an approximately round mass (Fig. 1). On the 
periphery of the mass there were small areas of 
calcification. The upper ureter was displaced 
medially by the mass. 

Urine taken on the third hospital day by catheter 
from the left ureter was loaded with red cells and 
gave no growth on culture. 

On the fourth day the patient was given a trans- 
fusion and an operation was performed. 


DiFFERENTIAL D1aGNosis 


Water S. Kerr, Jr.*: A fifty-five-year-old 
woman, ten days before entering this hospital, noted 
hematuria associated with pain in the left flank and 
with frequency. The bleeding persisted for approxi- 
mately three days, stopped for about one week and 
then recurred. Again, it was accompanied by pain 
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in the left side. The patient had noted no weight 
loss or previous symptoms referable to the urinary 
system. 

One examiner noted a questionable fullness in the 
left flank. Otherwise the physical examination was 
negative. Cystoscopy was negative and a retro- 
grade pyelogram showed a “large mass in the region 
of the lower pole of the left kidney.”’ Laboratory 


Ficure 1. 


studies revealed the expected anemia and a urine 
loaded with blood. 

Thus, I am faced with the problem of deciding 
the nature of a large mass in the lower pole of the 
left kidney of a fifty-five-year-old woman who has 
had severe hematuria accompanied by left-flank 
pain on two occasions in the past ten days. 

Dr. McCort, would you kindly discuss the x-ray 
findings? 

Dr. James J. McCorrt: The intravenous pyelo- 
gram is not available. We have one film taken 
during the retrograde pyelography. The catheter 
is seen in the left ureter. After the retrograde in- 
jection of dye, a large soft-tissue mass in the lower 
pole of the left kidney is visualized (Fig. 1). There 
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is a suggestion of a slight flecky calcification in the 
periphery of this soft-tissue mass. The inferior 
calyx is not visualized. Flattening and upward dis- 
placement of the middle calyx and pelvis with some 
intraluminal protrusion of the mass into the left 
kidney pelvis is apparent. Whether this represents 
blood clot or tumor extension cannot be determined. 
There is also displacement of the upper third of the 
left ureter toward the midline. The psoas muscles 
are symmetrical. The visualized bones show no 
abnormality. 

Dr. Kerr: The x-ray appearance of the lower pole 
of the left kidney in this case could be caused by a 
number of tumors, most of them unlikely. Solid 
retroperitoneal tumors such as lipomas, fibrosar- 
comas and their variations have on occasion caused 
the calyceal and pelvic pattern noted and have ap- 
peared to be part of the kidney. Usually, however, 
retroperitoneal tumors, if they affect the kidney at 
all, only cause displacement, without changes in the 
calyceal pattern. 

Rare tumors arising in the kidney, such as solid 
benign tumors, teratoid tumors and hamartomas, 
are to be thought of only from the point of view of 
completeness. Carcinoma of the kidney pelvis will 
have to be mentioned in passing; these tumors 
usually cause hematuria before they become as 
large as this mass. Carcinomas of the kidney 
pelvis are more likely to give a positive Papanicolaou 
stain than renal-cell carcinomas, which originate 
in the cortex of the kidney. A perinephritic abscess 
is a remote consideration in view of the white-cell 
count and the history. 

A solitary cyst and a renal-cell carcinoma (hyper- 
nephroma) are the most likely bets in this particular 
case. They are the most common kidney masses 
in adults. The x-ray appearance of this mass could 
be caused by either a cyst or a hypernephroma. As 
Dr. McCort has pointed out, there is calcification 
in the periphery of the mass. In my experience cal- 
cification is more common in renal-cell carcinomas 
than in cysts. Arteriograms are said to be helpful 
in differentiating these two lesions. However, the 
evidence they produce is not sufficient for me to 
decide not to operate — especially when tumors 
may occasionally occur within cysts. Medial dis- 
placement of the upper portion of the ureter is 
the last of the x-ray findings to be discussed. Such 
displacement is not caused as often by cysts as by 
tumors or large metastatic nodes. 
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Renal-cell carcinomas not infrequently metas- 
tasize or reach palpable size without causing hema- 
turia, because they arise in the cortex of the kid- 
ney. However, they do bleed more frequently than 
cysts. The amount of hematuria in this case was 
sufficient to cause clots and a red-cell count of 
3,280,000. I have not seen a cyst bleed to this ex- 
tent. The left-flank pain accompanying the hematu- 
ria could be caused by bleeding into the mass, bleed- 
ing into the pelvis of the kidney or bleeding from 
the mass into the surrounding tissue. I imagine it 
was due to bleeding into the mass, for the pain ap- 
parently did not persist throughout the period of 
hematuria, as it might have done if caused by clots 
passing down the ureter. Palpation of cysts and 
hypernephromas is often possible. Occasionally a 
cyst will be decidedly soft and compressible, or a 
tumor will be nodular. Usually, however, pal- 
pation does not aid in deciding between them. 

Before ending this discussion, I should like to em- 
phasize that in spite of the information one gains 
from cystoscopic examination, Papanicolaou stain, 
pyelograms, perirenal air insufflations, arteriograms 
and other studies, the nature of many masses of the 
kidney can be determined only by visualizing the 
lesion. Unless there are adequate reasons for not 
operating there is only one course to follow — and 
that is to explore the kidney. 

CurnicaL Diacnosis 

Tumor of kidney. 

Dr. Kerr’s Diacnosis 

Renal-cell carcinoma. 

AnatomicaL D1aGnosis 


Hematoma of peripelvic fat with pressure necrosis 
of surrounding fat and kidney. 
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Discussion 


Dr. Rosert E. Scutty: At operation the surgeon 
encountered a mass occupying the lower hilus and 
inferior pole of the left kidney. In the belief that 
this was neoplastic, a nephrectomy was performed. 
On sectioning, the operative specimen proved to be 
only clotted blood surrounded by an irregular rim 
of soft, yellow necrotic tissue. The entire lesion 
measured 7 cm. in diameter and occupied both peri- 
pelvic fat and adjacent renal parenchyma; the pelvis 
and ureter were displaced medially. Microscopical 
examination disclosed organizing hemorrhage and 
necrosis of fat and renal parenchyma. The necrosis 
appeared by its peripheral localization to be a pres- 
sure phenomenon. Numerous sections were taken 
in an attempt to elucidate the pathogenesis of the 
hemorrhage. No lesions were found in the arteries 
except for a rather severe intimal fibrosis and hyalin- 
ization. Several veins of medium size that lay in the 
hilus at the outskirts of the lesion showed areas of 
fibrinoid necrosis, and a few smaller ones contained 
organizing thrombi. However, we regarded these 
changes as being secondary to the necrosis and not 
causative lesions. 

A Puysictan: Perirenal hemorrhage has been 
described in periarteritis nodosa; in view of the 
vascular lesions you mention, I wonder if the hemor- 
rhage in this case may not have been the earliest 
manifestation of some generalized vascular disease. 

Dr. Scutty: I do not believe so. In a follow-up 
letter received from the patient some four and a 
half years after operation, she stated: “I am in good 
health and have not been in bed a day since I left 
the hospital.” 
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SPEAKING OF THANKSGIVING 


Ir is interesting as a purely speculative exer- 
cise to try to strike a trial balance, occasionally, of 
the debits and credits that are accumulating on 
the books in which mankind might be supposed 
to keep its imaginary accounts. 

The present season of the year, when this in- 
debtedness to a divine providence is expected at 
least to be acknowledged, is as good a time as any 
for such an accounting, however fanciful it may 
seem. A curious consistency about Thanksgiving, 
however, makes it customary to recognize only 
those impacts on life for which man should be 
thankful, a discreet silence being maintained about 
the ills that no stretch of the imagination can 
convert into blessings. 
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In material things the average American can still 
be thankful for food, fuel, clothing and shelter, of 
average quality and in reasonable quantity, if not 
in price. The people of this country as a whole, 
with the medical profession in the lead because it 
has a better understanding of the problem, may 
also be thankful that free enterprise still operates 
in medical practice as in other matters, with con- 
stant efforts being made to improve the distribu- 
tion as well as the quality of medical care. 

Socialism, even to the extent of communism 
(meaning true communism — not the type of dic- 
tatorship that passes for it in some parts of the 
world), may represent in principle the ideal pattern 
of organized living. The incontrovertible fact that 
disqualifies it in practice is that it must be admin- 
istered by ordinary human beings. 

If the strength of a nation, as has been fondly 
quoted, lies in the hearts of its people, then its weak- 
nesses must spring from their heads. Only those 
creatures that cannot think,—the bees and the 
ants and the wasps, — have been able to organize 
and conduct perfect communistic societies — com- 
pletely equitable and completely ruthless. 

Among the inescapable facts of life for which 
thanks need hardly be expressed are the devious 
ways by which democracy attempts to reach its 
often ill-defined goals, and sometimes the very 
guides that it selects to lead it on its way. An ac- 
ceptance of the tenet that man is born into trouble 
as the sparks fly upward makes it occasionally seem 
as if a considerable conflagration of incendiary 
origin were raging. 

And yet, despite the corruption that appears so 
often to be so universal, the final balance can prob- 
ably be entered in black ink, at least by the mod- 
erately optimistic. Thanks may still be given that, 
muddleheaded as men are in the aggregate, there 
remains a working minority of persons with intelli- 
gence and courage and ideals, who think that they 
were born to set things right. 


TRAINED SEALS 
AGAIN a reminder is in order that the annual 
Christmas Seal Sale of the National Tuberculosis 
Association will be one of the major campaigns of 
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the season, having begun on November 19 to con- 
tinue until Christmas. 

The methods of tuberculosis control may have 
changed as science has progressed and the epidemi- 
ology of the disease has become modernized; the 
need for continuing the fight remains constant, 
and financial support in the battle is necessary as 
never before. 

Tuberculosis still remains a major health problem, 
still causing more deaths, even in the United States, 
than all other infectious diseases combined. Sig- 
nificant is the fact that the decline in the death rate 
from tuberculosis has not been matched by a de- 
crease in the number of new cases; treatment has 
made more effective progress than has control of 
the spread of the infection. 

To realize the continuing importance of this prob- 
lem the fact must be appreciated that as recently 
as 1949, — the latest year for which complete figures 
are available, —- 40,000 persons in the United States 
died of tuberculosis —a rate of more than 100 a 
day, or 1 every thirteen minutes. Estimates of the 
worldwide toll taken by the disease are placed at 
nearly 5,000,000 a year. 

These figures indicate the immensity of the tu- 
berculosis problem but need suggest no element of 
hopelessness, for in the last fifty years the death 
rate has shown an 85 per cent decline. This decline 
is an indication of what can be accomplished with 
any plague, no matter how serious, if it can be at- 
tacked with understanding and if the conditions 
that promote its spread are ameliorated. 

In the specific attack on tuberculosis, funds are 
constantly needed and the Christmas Seal Sale is 
one of the most effective means of obtaining them. 
These are the seals that are so trained that they can 
enter every home and ride on every letter and pack- 
age that passes through the mails from now until 
Christmas! 


“C.P.C” — CLINICAL ANALYSIS OR 
GUESSING GAME? 

In one of the recent case records of the Massa- 
chusetts General Hospital testimony is published on 
a matter that must have been running through the 
minds of many physicians for years. The point was 
made that the clinicopathological conference is 


EDITORIALS 


829 


occasionally a guessing game rather than a con- 
certed analysis of a clinical case by all specialists 
concerned with its proper handling. The protagon- 
ist of this viewpoint was Dr. Edward D. Churchill, 
called upon to diagnose a case of pulmonary dis- 
ease. At home in a field where he is an acknowl- 
edged authority, he said: “I dislike discussing this 
case, because I see so much harm done these days 
from using clinicopathological-conference technics 
on living patients before the course [of treatment] 
.. is definitely charted. . .I know I do not know what 
this [x-ray] shadow represents. . .Too much emphasis 
is placed on making guesses. . .instead of arriving 
at a clear-cut decision as to what course of action is 
advisable. There is no train of logical reasoning or 
experience that might enable anyone to make a 
preoperative diagnosis in this case. With a lump 
that is accessible to palpation, certain physical 
signs may help determine its nature — hardness, 
firmness, mobility and so forth. One cannot pal- 
pate a shadow.” 

Most readers will concur with Dr. Churchill 
that the point of the case discussion is not the 
expert’s best guess but how the pathologic findings 
explain the clinical course and symptoms. Knowing 
the real diagnosis, living sequences can be recon- 
structed in hindsight. The die has already been 
cast and the lifeless tissues have come under the 
knife and the microtome. The diagnosis that some- 
one else made has determined the course of the 
patient’s therapy, a matter no longer of opinion but 
of record. The patient’s own physician is the ap- 
propriate person to discuss the clinical and opera- 
tive course. The pathologist takes up where the 
clinician leaves off — at the terminal and terminated 
illness. He may be able to explain processes that 
were inexplicable during life. The instructive as- 
pect of the diagnostic problem is not a correct answer 
by a quiz kid but analysis of the obstacles that con- 
fronted the physician who actually handled the 
case. Could the diagnosis of cancer have been made 
earlier? Could bronchoscopy or bronchial cell wash- 
ings have helped? How did the tumor arise? Could 
it have been prevented? Should it have been treated 
differently? The patient’s own physician may or 
may not — indeed he probably does not — know 
all the correct answers. That is of little moment. 
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What is of greater importance is that he and per- 
haps one or two house officers are the only ones 
who had the authentic “feel” of the case — the 
appreciation of the degree of the patient’s pallor, 
the odor of her breath, the precise color of the blood- 
tinged sputum, the dryness of the parched tongue, 
the querulous reaction to her illness and the psycho- 
somatic background for this reaction. The family 
physician is the person to discuss the protocol, to 
reconstruct the downhill progress, to analyze his 
mistakes so that others may profit, to explain his 
successes so that others may learn. 

To be confronted with a paper case is to be pre- 
sented with a ghost —a ghost who doesn’t really 
suffer, who can’t clarify the details of her illness, 
such as the subtle shift in chest discomfort and 
dyspnea, when the hemoptysis first occurred, what 
it was like, why the patient consulted the first doc- 
tor, and what the first doctor thought. Small wonder 
that Dr. Churchill, who saw only the ghost, guessed 
that the tumor was benign when the pathologist 
knew that it would turn out to be malignant — that 
it did not lie within the lung, whereas the surgeon 
had already found it widely invading the lung sub- 
stance. 

To see the top brass thrown to the lions while 
the spectators watch hopefully for blood is not 
without its rewarding features — especially if the 
brass happens to slip while the lions are in midair. 
Dr. Churchill likened himself not to a martyred cen- 
turion but to Casey at the bat — Tallulah Bank- 
head’s version. When his wife asked Casey what 
had happened, all he could say was: “I don’t know; 
I just don’t know.” 

Both the strike-outs and the home runs are worth 
waiting for. 

Some readers will remember a day, years ago, 
when the late Soma Weiss had just made such a 
magnificent guess (periarteritis nodosa) that even 
before it had been confirmed, the rafters — if there 
are any rafters over the auditorium at Allen Street 
— rang with applause. To revert to Casey at the 
bat, it was one of those fateful moments when a 


fence-clearing line drive has been slammed out 
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uncomfortably close to the flagpole and it is not 
yet clear whether a home run or a foul ball has been 
hit. Dr. Weiss remained standing, awaiting the 
umpire’s decision; he stilled the applause with an 
imperious gesture, remarking: “In Hungary we have 
a saying: Praise the day after sunset.” 

Entertaining as the guesses may be, the clinico- 
pathological conference is neither a sporting event 
nor a quiz program. Dr. Tracy Mallory, beloved 
umpire of many guessing games and exponent of 
biologic principles, summed up the modern objective 
in substantial agreement with Dr. Churchill: “Since 
Dr. Cabot’s retirement the emphasis in clinico- 
pathological conferences has shifted from primary 
interest in diagnosis to explanation of how the 
demonstrated pathologic lesion or lesions explain 
the clinical course and symptoms. The latter may 
sometimes be a difficult task for the pathologist 
because the evidence is not always adequate.” This 
is as it should be. The umpire is not an umpire at 
all; he is a member of the team. 


History of the Mass. General Hospital. — 
N. 1. Bowditch, Esq., is the author of one of the 
best printed volumes that we have seen, relating 
to the history of the best conducted hospital in the 
country. 


Boston M. & S. J., November 26, 1851 
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DEATHS 


Covner — Albert H. Covner, M.D., of Swampscott, died 
on October 27. He was in his fifty-first year. | 

Dr. Covner was graduated from Tufts College Medical 
School in 1924. 


His widow and a son survive. 


Raynes — Myrton B. Raynes, M.D., of Melrose, died on 
November 7. He was in his eighty-fifth year. : 

Dr. Raynes received his degree from the University of 
Maryland College of Physicians and Surgeons in 1896. 

His widow, a daughter, three sons, nine grandchildren and 
two great-grandchildren survive. 
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MASSACHUSETTS DEPARTMENT 
OF PUBLIC HEALTH 


CONSULTATION CLINICS FOR CRIPPLED 
CHILDREN IN MASSACHUSETTS 


The December schedule for consultation clinics for Crippled 
Children in Massachusetts follows: 


OrTHOPEDIC Date 
Salem 
Haverhill 
Greenfield 
Lowell 
Lynn* 


Gardner 
Brockton 
Springfield 
Pittsfield 
Worcester 


Cunic ConsuLTANT 


December 3 
December 5 
December 6 
December 7 
December 10 


Paul W. Hugenberger 
William T. Green 
Charles L. Sturdevant 
Albert H. Brewster 
Daniel M. Killoran 
John J. Crowley 
Carter R. Rowe 
George W. Van Gorder 
December Garry deN. Hough, Jr. 
December Edward J. Coughlin, Jr. 
December W. O’Meara 
Hyannis December aul L. Norton 

Fall River December 31 David S. Grice 
Rueumatic-Fever Cuinics Dates 


North Reading December 4, 11, 18 
Fitchburg December 5, 12, 19, 26 
Prastic Cuinics ConsuLTANT 
Eastern Massachusetts Bradford Cannon 
Semi-monthly 
Joseph M. Baker 

Monthly 

Physicians referring new patients to clinics should get in 
touch with the district health officer to make appointments. 
Patients are seen by appointment only. 


December 
December 


Western Massachusetts 


*This clinic serves Lynn, Lynnfield, Saugus, Nahant, Revere, Chelsea, 
Eres, o6e Winthrop. Referrals should be made directly to the Lynn 
ospital, 


BOOK REVIEWS 


Paracelsus: Magic into Science. By Henry M. Pachter. 
8°, cloth, 360 pp., with 11 illustrations. New York: Henry 
Schuman, Incorporated, 1951. $4.00. 

An excellent biography of Paracelsus, the controversial 
Renaissance figure in medicine, has been provided by Dr. 
Pachter, who has done full justice to his subject. The book 
is the result of long research, with investigation of docu- 
mentary material unavailable to earlier biographers. It is 
well written and interesting, and it presents a clear picture 
of the vivid life of Paracelsus. Illustrations accompanying 
the book are excellent, and in general the volume is extremely 
attractive. It can be highly recommended as an exceptional 
biography. Paracelsus should be remembered for his fight 
against orthodoxy, not for any particular treatment that he 
accomplished. Few of his formulas have stood the test of 
time, but his influence, widespread in his day, continued for 
many years after his death, and traces of it are evident even 


at the present time. 
Henry R. Viets, M.D. 


General Theory of Neuroses: Twenty-two lectures on the 
biology, psychoanalysis and sychohygiene of psychosomatic 
disorders. By Rudolf Brun, M.D. 8°, cloth, 468 pp., with 
3 plates and 1 illustration. New York: International Univer- 
sities Press, Incorporated, 1951. $10.00. 

Professor Brun of Zurich has long been recognized as a 
leader in neurology and psychiatry. His lectures were first 
published in 1942 and achieved popularity in Europe in their 
original form. They had been given to physicians and stu- 
dents, not all of whom were students of medicine, at the 
University of Zurich for a number of years and covered the 
subject in a broad manner, considering such topics as psycho- 
somatic relations and the neuroses, the theories of instinct 
and the mechanisms of symptom formation. These lectures, 
now translated into English, form a valuable contribution 
to the subject. Although somewhat general in character, they 
contain enough basic material to appeal to any physician in- 
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terested in the care of this large group of patients. The lec- 
tures are based on a broad understanding of neurophysiology 
as well as of psychopathology. An adequate Sibienreeky 
and index complete the volume. The arguments favoring 
the theory that an examination from a biologic point of view 
verifies Freud’s most essential assumptions are the basis of 
Brun’s presentation. Not all will agree with him, but never- 
theless fis lectures are thoughtful and provocative and well 
worth reading. 

Henry R. Viets, M.D. 


BOOKS RECEIVED 


The receipt of the following books is acknowledged, 
and this listing must be regarded as a sufficient return 
for the courtesy of the sender. Books that appear to be 
of particular interest will be reviewed as space permits. 
Additional information in regard to all listed books 
will be gladly furnished on request. 


Eternal Eve: The history of gynecology and obstetrics. By 
Harvey Graham, M.D. 8°, cloth, 699 pp., with 20 illustra- 
tions, 20 plates and frontispiece. Garden City, New York: 
Doubleday and Company, Incorporated, 1951. $10.00. 

Dr. Graham, the author of The Story of Surgery, has written 
a new volume on the history of gynecology and obstetrics. 
It is comprehensive in scope, dealing with the subject from 
the earliest times to the nineteenth century. The chapter 
on puerperal pestilence is well written; due credit is given 
both Dr. Holmes and Dr. Semmelweis for their part in the 
eradication of this disease. The text is well written, and there 
are indexes of personal names and subjects. The volume 
should be in all collections on the history of medicine. 


Surgical Forum: Proceedings of the forum sessions, thirty- 
sixth clinical congress 4 the American College of Surgeons, 
Boston, Massachusetts, October, 1950. Owen H. Wangensteen, 
.D., Chairman. 8°, cloth, with 248 illustrations and 87 
tables. Philadelphia: W. B. Saunders Company, 1951. 
$10.00. 
In this volume of transactions the subject matter com- 
prises various papers on the lungs and esophagus, stomach, 
eritoneum, intestines and pancreas, liver and bile ducts, 
lpn and vascular system, and neurosurgery. There are also 
sections on wounds and wound healing, metabolism and nu- 
trition, transfusions, shock and hemorrhage, malignancy, 
endocrines, and anesthesia. All the papers are documented 
with short lists of references. There is a comprehensive index. 
The volume should be in all medical libraries. 


Die Entzundungs-Bestrahlung. By Habil R. Glauner, Dr. 

ed., lecturer on roentgenology and x-ray therapy and 
chief, Division of Roentgenology, Marienhospital, Stuttgart. 
Second edition. 8°, cloth, 189 pp., with 17 illustrations and 
10 tables. Stuttgart: Georg Thieme, 1951. 18.60. 
Distributed by Grune and Stratton, Incorporated, New 
York. $4.45. 

This special monograph on the x-ray treatment of i-Jam- 
mations was first ublished in 1940. The text is divided into 
two parts, general and special. The first part discusses in- 
flammation in general and the effects of the x-rays. The 
special part concerns the various organs and tissues of the 
body. There is a special chapter on tuberculosis. There is a 
bibliography of 11 pages, arranged by chapters, and a good 
subject index. The publication is excellent. The volume 
should be in all collections on the subject. 


Leitfaden der Blutmorphologie: Manual of blood paw ea 


Précis de Morphologie Sanguine. By Lydia Schudel, Ham- 
atologische laborantin der medizin, Universitatsklinik, Zurich. 
Seventh edition. 8°, paper, 51 pp., with 17 color plates. 
Stuttgart: Georg Thieme, 1951. DM 14.80. Distributed by 
Grune and Stratton, Incorporated, New York. $3.50. 

This manual on blood tests was first published in 1936; 
the need of a seventh edition speaks well for the soundness 
of the book. The text and nomenclature have been revised 
to conform with modern viewpoints. All the illustrations 
have been newly drawn. The color work is excellent. 
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Studies in Pathology. Presented to Peter MacCallum. Edited 
by E. S. J. King, ee E. Lowe, and L. B. Cox. 8°, cloth, 350 
pp., with 42 plates. Victoria, Australia: Melbourne Univer- 
sity Press, 1950. $7.00. 

This memorial volume presented to Professor MacCallum 
is the joint work of twenty-three of his students and asso- 
ciates. The various papers cover the whole field of pathology. 
There is a good index and lists of contributors and sub- 
scribers. The book is well published in every way and should 
be in all collections on pathology and of medical memorial 
volumes. 


Hospital 8 and Office Manual. By 'T. M. Larkowski, M.D., 
rofessor of clinical surgery, Stritch School of Medicine, 
aero University, and A. R. Rosanova, M.D., clinical in- 
structor, University of Illinois Medical School. 16°, cloth, 
428 pp., with 48 illustrations. Great Neck, New York: 
Romaine Pierson, Incorporated, 1951. $5.00. 

This condensed manual on diagnosis and treatment is 
well written and well published. It has a good index and 
should prove useful as a ready reference source. 


NOTICES 


THE BOSTON CITY HOSPITAL HOUSE OFFICERS’ 
ASSOCIATION 


The Boston City Hospital House Officers’ Association an- 
nounces the following programs in its Evening Lecture Series: 
Tuesday, November 27 — ‘Periodic Disease,” by Dr. 
Hobart A. Reimann, professor of medicine, Jefferson 
Medical College. Discussers: Drs. Chester S. Keefer and 
Maxwell Finland. 

Tuesday, December 4— “The Developmental Diagnosis 
of Infant Behavior: Its Role in Clinical Pediatrics and 
Child Psychiatry,” by Dr. Arnold Gesell, director, 
Clinic of Child Development, Yale University School of 
Medicine. Discussers: Drs. J. LeRoy Conel and Ran- 
dolph K. Byers. 

Tuesday, December 11 — “Cardiovascular Visualization” 
by Dr. Charles T. Dotter, assistant professor of radi- 
ology, Cornell University Medical College. Discussers: 
Drs. Max Ritvo and Israel Steinberg. 

These programs will be given at 7:00 p.m. in the New 
Cheever penne of the Dowling Building of Boston 
City Hospital. 

All interested persons are invited to attend. 


FELLOWSHIPS IN INDUSTRIAL HEALTH 


The Institute of Industrial Health of the University of 
Cincinnati will accept applications for a limited number of 
fellowships offered to qualified candidates who wish to pursue 
a graduate course of instruction in preparation for the prac- 
tice of industrial medicine. Any registered physician who 
is a graduate of a Class A medical school and who has com- 
pleted satisfactorily at least two years of training in a hos- 
pital accredited by the American Medical Association may 
apply. (Service in the Armed Forces or private practice may 
be substituted for one year of training.) 

The course of instruction consists of a two-year period of 
intensive training in industrial medicine, followed by one year 
of practical experience under adequate supervision in indus- 
try. Candidates who complete satisfactorily the course of 
study will be awarded the degree of Doctor of Industrial 
Medicine. 

During the first two years the stipends for the fellowship 
vary, in accordance with the marital status of the recipient, 
from $2100 to $3000. In the third year the candidate will be 
compensated for his service by the industry in which he is 
completing his training. Additional information may be ob- 
tained from the Institute of Industrial Health, College of 
Medicine, Eden and Bethesda, Cincinnati 19, Ohio, 


NEW ENGLAND PEDIATRIC SOCIETY 


The next meeting of the New England Pediatric Society 
will be held on Wednesday, December 12. A medical clinic 
will be held at 11:00 a.m. in the Main Amphitheatre, Peter 


Bent Brigham Hospital. ‘The afternoon scientific session will 
be held at 2:15 p.m. in Amphitheatre C, Harvard Medical 
School. The evening meeting will be held at Longwood 
Towers, Brookline. A symposium on accidents in children 
will be presented. 


THE AMERICAN COMMITTEE ON MATERNAL 
WELFARE, INC. 

_The Fifth American Congress on Obstetrics and Gynecology 
will be held in Cincinnati, Ohio, March 31 through April 4, 
1952, at the Netherland Plaza Hotel. 

Further information and registrations or reservations may 
be obtained by writing to Mr. Donald F. Richardson, Execu- 
tive Secretary, American Committee on Maternal Welfare, 
116 South Michigan, Chicago 3, Illinois. 


ESSEX NORTH DISTRICT MEDICAL SOCIETY 

The 111th winter meeting of the Essex North District 
Medical Society will be held on Wednesday, January 9, 1952, 
at the Pentucket Club, 111 Main Street, Haverhill. Dinner 
will be served promptly at 1:15 p.m., and will be followed 
by the regular business meeting. 
_ The guest speaker will be Dr. Francis D. Moore, surgeon- 
in-chief, Peter Bent Brigham Hospital. His topic wil! be 
“Management of Burns.” 


THE SPRINGFIELD HOSPITAL 


The educational program of the Springfic ‘4d Hospital for 
the month of December is as follows: 
Saturday, December 1. 
9-10 a.m. Grand Surgical Rounds. 
10a.m.-12 m. Combined Medical-Surgical Grand Rounds 
with Panel Discussion on ‘“*Medical and Surgical As- 
pects of Peripheral Vascular Disease” in the Staff Con- 
ference Room. 
Wednesday, December 5. 
11 a.m.-12 m. Psychosomatic Medicine Conference in 
the Out Patient Department. 
Saturday, December 8. 
9-10 a.m. Surgical Grand Rounds. 
10-11 a.m. Conference on Plastic Surgery by 
Joseph M. Baker in the Staff Conference Room. 
lla.m.-12 m. Clinicopathological Conference in the 
Staff Conference Room. 
Wednesday, December 12. 
11 a.m.-12 m. Psychosomatic Medicine Conference in 
the Out Patient Department. 
Thursday, December 13. 
12:15 p.m. Staff Meeting in the Staff Room. 
Saturday, December 15. 
9-10 a.m. Surgical Grand Rounds. 
10-11 a.m. Pathology Conference in the Staff Con- 
ference Room by Dr. William Kaufman. 
11 a.m.-12 m. Medical Death Review in the Staff 
Conference Room. 
Tuesday, December 18. 
8:30 p.m. Guest Speaker Conference in the Staff Con- 
ference Room on the subject “Demonstration of the Gull- 
Strand Slit-Lamp.” (Department of Ophthalmology.) 
Wednesday, December 19. 
11 a.m.-12 m. Psychosomatic Medicine Conference in 
the Out Patient Department. 
Saturday, December 22. 
9-10 a.m. Grand Surgical Rounds. 
10-11 a.m. Surgical Conference in the Staff Conference 
Room. 
11 a.m.-12 m. Surgical Death Review in the Staff Con- 
ference Room. 
There will be no teaching conference between December 23, 


1951, and January 4, 1952. 
All physicians are cordially invited to the conferences, 


seminars and grand rounds listed above. 
(Notices concluded on page xi) 


Dr. 
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“Calorie Saving Recipes” 


eet this BIG new edition of 
e 


RECIPES CUT CALORIES 23 TO 89 PERCENT 


This 32-page booklet is crammed with appetizing, low-calorie recipes, 
all fully sweetened with SUCARYL,® the non-caloric sweetener that can 
be used just like sugar for a true, evenly blended, cooked-in sweetness. 
Double the size of the first edition, the new booklet includes a section 
on canning and freezing with SUCARYL, a feature especially important to 
diabetic patients. And with the many new cooked and baked dishes that 
have been added, a wide variety of low-calorie menus is readily available. 
These recipes save from 23 to 89 percent in calories—an average saving of 

43 percent—simply by using SUCARYL in place of sugar. 

To obtain a supply of these handy-to-use recipe booklets, just fill in and mail 
the convenient coupon below. Quick-dissolving SUCARYL Sodium tablets are 
available at pharmacies in bottles of 100 and 1000; SUCARYL Sweetening 

Solution, in either sodium or calcium form, is available in 
4-fluidounce bottles. Recipes use either tablets or liquids. 


o— ABBOTT LABORATORIES, NORTH CHICAGO, ILLINOIS 
Without charge or obligation, please send me_____copies of 
the new, enlarged SUCARYL recipe booklet. 


a 
e 
e 
SEND NOW ° 
ror YOUR @ NAME 
(please print or write plainly) 
FREE SUPPLY 
city. STATE 
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THE NEW ENGLAND JOURNAL OF MEDICINE 


Nov. 


22, 1951 


Founded 1879 


RING SANATORIUM 


For the study, care and treatment of emotional, 
mental, personality and habit disorders. 
All recognized psychiatric therapies are used as 
indicated, 
Cottage accommodations meet varied individual 
needs. Limited facilities for the continued care of 
progressive disorders requiring medical, psychiatric, 
or neurological! supervision. 

Benjamin Simon, M.D. 

rector 


Cuarves E. Waite, M.D. 
Louis Brenner, M.D. 
Wittiam R. Suetton, M.D. 
Associates 
Consultants in All Specialties 
Francis W. 


Arlington Heights, Mass. y 
-0081 Executive Secretary 


Telephone AR 5 


WESTWOOD LODGE 


Incorporated 
WESTWOOD, MASSACHUSETTS 
Telephone NO 7-0168 
A modern sanitarium for the treatment and care 
of mental and nervous disorders by a specialized 
staff experienced in psychotherapy, electroshock 
therapy and its modifications (electrocoma with 
or without electroshock) and other psychiatric 
treatments. Latest techniques used in the treatment 
of alcoholism and drug addiction. Excellent 
facilities for the care of senile and aged patients. 
Homelike atmosphere in quiet country surround- 


Pings near Boston. Tennis court and occupational- 


therapy building on the grounds. 

Outpatient department for referred cases only. 
Marrua Brunner-Orne, M.D., Superintendent 
Siwney M. Bunxer, M.D., Psychiatrist 
Wittiam J. Hammonp, Administrator 


DAVID MEMORIAL 
NURSING HOME 


Brookuine 46, Mass. 
S. D. COHEN, R.N., Supt. 
Convalescents—Invalid-Elderly 
Special and diabetic diets 
61 Park Street BE;2-3530 


WISWALL 
SANATORIUM 


203 Grove St., WELLESLEY, Mass. 


For the care of mild mental and nervous 
patients in country surroundings. Small 
grouping allows a homelike atmosphere 
and personal contact. 


E. H. WISWALL, M.D. 
Superintendent 


HALE POWERS, M.D. 
Resident Physician 


Tel. WE 5-0261 


Baldpate. 1... 


Georgetown, Mass. 
GEOJ2131 — Boston Office BE 2-3911 


For the treatment of psychoneuroses, personality 
disorders, psychoses, alcoholism and rug 
addiction, 


rns is the basis of treatment; other 
methods such as shock therapy, malaria and fever 
box are used when indicated. 


Occupation under a trained therapist, diversions 
and outdoor activities. 


Grorce M. Scutomer, M.D. 
Medical Director 


WOODSIDE COTTAGES 


Framincuam, Mass. 
A sanitarium specially adapted for nervous 
and convalescent patients who need rest and 
upbuilding in normal surroundings. 
No committed mental cases. 
ARTHUR H. WARD, M.D., Medical Director 


PERKINS SCHOOL 


Lancaster, Mass. 
Devoted to the scientific understanding and 
education of children of retarded development. 
Five homelike and attractive buildings sur- 
rounded by 85 acres of campus and gardens. 
Franxun H. Perxins, M.D, 


GLENSIDE 
JAMAICA PLAIN, BOSTON, MASS. 


A small, attractively located sanitarium for 

nervous, mild mental or chronic illnesses. 
Maser D. Orpway, M.D. 

6 Parley Vale Tel. JA 4-0044 


EECH DEFECT 


are usually correctable. All kinds of speech defects are being success- 
_, treated. Individual lessons. Scholarships for worthy students. 
S. D. Robbins, INST. FOR SPEECH 
agormerly Boston Stammerers’ Institute — F ounded 1867 
19 Boylston Street, Boston el. CO 7-3838 


CORRECTION, Inc. 


Why Not 
Use a 
Temporary 
Binder? 


It is often difficult and some- 
times impossible for us to supply 
missing numbers. Our files are 
frequently exhausted. It is usu- 
ally the lost copy that contains 
the article needed for reference. 

We suggest that you purchase a 
binder for the current volume 
(twenty-six issues). The copies 
can be easily removed when you 
are ready for a permanent binding. 

This has been found to be a 
very convenient method of pre- 
serving Journals and we are 
pleased to offer it for your consid- 
eration. The cost is $3.25 payable 
with order. 


The New England 
Journal of Medicine 


8 Fenway 
Boston 15 


writing or phoning: 


Llberty 2-8862 


NOTICE TO INSURANCE COMMITTEES 


Endorsement of ANy insurance plan without 
First consulting the R. A. DEROSIER 
AGENCY might prove to be a costly error. Our 
advice and consulting service is FREE. Prompt 
reply to your inquiries may be obtained by 


311 CHAMBER OF CoMMERCE BuILDING 
80 FrepERAL STREET 
Boston 10, Massacuusetrs 


in vivo. 


TWO-WAY PROTECTION 
Tablets FERROSATE (Kenmore) 


(Ferrous Sulfate, gr. iv) 

are coated twice to provide a doubly 

protected Ferrous 

these therapeutic advantages: 

1 Inner coating prevents premature oxidation 

2 Outer coating increases 
in preventing tooth discoloration. 


Write Dept. Nu Memmore Pharmacy, Ine. 
al 


Sulfate offering 


palatability and aids 


500 Commonwealth Ave. 
Boston, Mass. U.S.A 
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NOTICES (Concluded from page 832) 
THE SOLDIERS’ HOME AT CHELSEA 

The next staff meeting of the Soldiers’ Home will take 
place on November 28, at 5:30 p.m., in the Lawrence F. 
Quigley Auditorium of the Soldiers’ Home. Dr. Edward A. 
Edwards will discuss “Frostbite.” 

All physicians and interested persons are cordially invited 
to attend. 


SOCIETY MEETINGS AND CONFERENCES 

Novemper 23 anp 30, DecemBer 7, 14, 21 28 ann January 4. 
New England Deaconess Hospital Clinic. Page 548, issue of October 4 

Novemper 26. Beth Israel Hospital House Officers’ Colloguium. Page 
590, issue of October 11. 

Novemper 27, December 4 anv II. 
Officers’ Association. Page 8 

NovemBer 27, January 22, 


Boston City Hospital House 


Fesruary 26, Marcu 25 ano Aprit 24, 
Norfolk District Medical Society. Page 710, issue of November 
NovemBer 28. The Soldiers’ Home at Chelsea. Notice above. 
Decemper 1-22. The Springfield Hospital. Page 832. 
DecemBer 2. American Academy of Dental Medicine. 
issue of October 4. 
Decemper 2 anv 3. 
752, issue of November 8. 
December 3, 6, 10 anv 13. 
of November 8. 
Decemper 5-8. New York State Society of Anesthesiologists. 
810, issue of November 1. 
DecembBer 8-13. American Academy of Dermatology and Syphilology. 
Page 752, issue of November 8. 
DecemBer 11-19. International Congress on Mental Health. 
issue of July 26. 
Decemser 12. 
Decemser 13. 
ne Marvin Baty. 
faverhil!. 
December 14 ann 15, 


Page 548, 
American College of Chest Physicians, Page 
Lowell Institute Lectures. Page 752, issue 


Page 


Page xiii, 
New England Pediatric Society. Page 832. 

Pediatric Problems of the General Practitioner. Dr. 
Pentucket Association of Physicians. 8:30 p.m 


Association for Research in Nervous and Mental 


Disease. Page 958, issue of June 2 
January 9. Essex North District Medical Seciety. Page 832. 
Marcu 31-Aprit 4. Fifth American Congress on Obstetrics and 
? 


Gynecology. Page 832 


District Mepicat Societies 
ESSEX NORTH 
January % Pentucket Club, IIL Main Street, Haverhill. 
HAMPSHIRE 
January 2. 
Marcu 5. 
May 7. 
NORFOLK 
Novemper 27. Joslin Auditorium. New England Deaconess Hospital. 
January 22. Veterans Administration Hospital, West Roxbury. 
Ferrvuary 26, Boston Medical Library. 
Marcu 25, Boston Medical Library. 
Aprit 22. Boston Medical Library, 
May 7. Place to be announced. 
SUFFOLK 
January 23. 


Veterans Hospital, Northampton. 
Cooley-Dickinson Hospital, Northampton. 
Annual Meeting. Jones Library, Amherst. 


Massachusetts General Hospital. 


Cacenvar oF Boston District ror THE WEEK BEGINNING 
Tuurspay, November 29 
Tuurspay, Novemper 29 
*9:00-10:00 a.m. Grand Rounds. 
*12:00 m.-1:00 p.m. Guest speaker. 
England Center Hospital. 
Frivay, Novemper 30 
*8:15.a.m. Glucose-Tolerance Tests and Diabetes. Drs. Dickson 
and Bradley. Baker Clinic, New England Deaconess Hospital. 
*9:00 a.m.-12:00 m. Combined Medical and Surgical Staff Rounds. 
Peter Bent Brigham Hospital. 
*10.00 val Surgical Clinic. South End Health Unit, 57 East Con- 
cord Stree 
*11:00 a.m.-1 ‘00 p.m. Medical Grand Rounds. 
Hospital. 
12:00 m. Clinical Conference given by Harvard Medical! Services. 
Boston City a Dowling Amphitheatre. 
*1:30 p.m, Tumor Clinic. Outpatient Department, Mount Auburn 
Hospital, Cambridge. 
Monpay, Decemper 3 
*11:30 a.m.-12:15 p 
57 East eee Street. 
*12:00 m. Conference. 
New E oxiand Center Hospital 
*12:15-1:15 Clinicopathological Conference. 
theatre, “ep Bent Brigham Hospital. 
2:00-8:30 p.m. Massachusetts Department of Mental Health Post- 
graduate Seminar in and Psychiatry. Metropolitan 
@ State Hospital, Walth 
3:00 p.m. Gynecology Roan; Mount Auburn Hospital, Cambridge. 
5:00 


Robert Breck Brigham Hospital. 
Stearns Auditorium, New 


New England Center 


m. Clinical Conference. South End Health Unit, 
Dr. Cleaveland Floyd in charge. 
Stearns Auditorium, 


Main Amphi- 


p.m, Medical Education A Concern of the People. Dr. James 
Howard Means. Boston Public Library. 
00-9:00 p.m. Combined Anesthesia Teaching Program of Boston. 
Stearns Auditorium, New England Center Hospital. 


Tuespay, Decempen 4 
*12:00 m.-1:00 p.m. Pediatric Rounds. Burnham Memorial Hospital 
for C mines. Massachusetts General Hospital. 
12:00 m.-1:30 p.m. Surgical Grand Rounds. New England Center 
Hosp ital, 
#1215115 p.m. Clinicoroentgenological Conference. 
Brigham Hospital. 
7:00 p.m. Boston City Hospital House Officers’ Association. New 
Cheever Amphitheatre, Dowling Building. 


Peter Bent 


Wepnespay, Decemprr § 
*11:00 a.m,-12:00 m, Medical Clinic (Children’s Medical Center). 
Amphitheatre, Children’s Hospital. 
*12:00 m. Boston State Hospital Psychiatric Seminar 
Building Auditorium, 591 Morton Street. 
*12:00 m.-1:00 p.m, Medical Conference. 
New England Center Hospital. 

*12:00 m.-1:00 p.m. Clinicopathological Conference (Children’s 
Medical Center). Amphitheatre, Peter Bent Brigham Hospital, 
12:30 p.m. Weekly Pathological Meeting. Joslin Amphitheatre, 

New England Deaconess Hospital. 
*2:00-3:00 p.m. Combined Clinic of All Services (Children’s Medi- 
cal Center). Amphitheatre, Children’s Hospital. 


Reception 


Stearns Auditorium, 


*Open to the medical profession. 


Washingtonian Hospital 


41-43 WALTHAM STREET, BOSTON, MASs. 
Incorporated 1859 
Conditioned Reflex, Antabuse, Adrenal Cortex, Psycho- 
therapy, Semi-Hospitalization for Rehabilitation of Male 
and Female Alcoholics 
Treatment of Acute Intoxication and Alcoholic Psychoses 
Included 
Outpatient Clinic and Social-Service Department for 
Male and Female Patients 


Josepu Tumann, M.D., Medical Director 


Consultants in Medicine, Surgery and the Other Specialties 
Telephone HA 6-1750 
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Even in America today, surveys of certain groups 
have revealed a disturbing incidence of rickets. 

Physicians realize the danger of this ever-lurk- 
ing shadow, and the need for regular, reliable 
protection. 

They know, too, that for most patients this pro- 
tection must be economical. 

That is why, for seventeen years, they have 
written so many millions of prescriptions for 
Mead’s Oleum Percomorphum. 

No other vitamin product has ever had such a 
background of clinical evidence. 

And rarely does the physician have such assur- 
ance at the tip of his pen. 


“MEAD JOHNSON & CO 
VANSVILLE 21,IND,U.S 
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